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UNDERGROUND WIRES. 


THE remarks of Mr. Downs, the general manager of 


‘the New England Telephone Company, which we 


published in our last issue, relate to actual facts, and 
The results are 
only what any electrician, who really knows the science 
of his profession, might have. predicted. The amount 
of nonsense which has been talked with reference to 
the cure of “induction” in telephone wires is astonish- 


ing. That this should be the case is no doubt greatly 


cure the other. 


due to the fact that a very great number of the elec- | 


tricians of the present day have acquired the know- 
ledge which they possess from the experience of but 
one or two years, and tat in a school of training in 
which only practical experience without elementary 


facts can be learnt. In other words, they have received | 
their education under engineers who have never learnt 


the elements of their profession. That electro-mag- 
netic induction and inductive retardation are two 
different effects, does not appear to have struck them ; 
the two both come under the name of “induction ” 


i simply, and therefore it seems to be assumed that any 


method that will cure the one difficulty will necessarily 
Mr. Lockwood says :—“ It is true that 
from 800 to 1,200 patents for systems claiming to over- 


come the difficulty have been granted; but it is also 
_true that the inventors do not know what the trouble 


is. They work with the idea of securing insulation, 
but that is the least of the difficulties.” 

In the report in question it is stated that “two miles 
is the limit for work on underground telephone 
wires.” This may possibly be the case in the par- 
ticular form of cable on which the experiments were 
tried. As a matter of fact, at the present time, lengths 
of over fifteen miles are in daily use with the Gower- 
Bell telephone in the telephone system of the Postal 
Telegraph department, the wire being a No. 20 copper, 
covered to No. 11 with gutta percha. The actual 
length which it is possible to work through is really 
principally a matter of the relative diameters of the 
insulating covering and the conductor, that is to say, it 
is a matter of the electrostatic capacity of the wire. It 
has been often stated that the capacity of certain insu- 
lated cables is remarkably low, and that, consequently, 
they must be well adapted for long distance working. 
We believe, in fact we know from actual experience, 
that this idea has in many cases resulted from an 
incorrect appreciation of the actual conditions under 
Which the capacity test is made. Low insulation, it is 
noticed, is, to a certain extent, synonymous with low 
capacity. The usual method of testing capacity is to 
charge the cable or insulated wire and then to measure 
the discharge; if the latter is low, it is at once 


assumed that the capacity is low. The experimenters 
seem to forget, however, that unless the insulation 
resistance of a wire is extremely high, the charge 
which may be taken up is lost with such extreme 
rapidity by leakage, that the amount which dis- 
charges from the extremity of the wire at which 
the “discharge key” is connected may be really 
only a mere fraction of what the wire actually 
contained ; in fact, if the “ battery ” ‘and “ gal- 


_vanometer” contacts of the key are comparatively 


wide apart, the whole, or nearly the whole, of tne 
charge may have disappeared during the short interval 
occupied by the lever of the key in passing from the 
charging to the discharging contact. Short as this 
interval may be, however, it may be enormously greater 
than the time occupied by each electrical vibration set 
up in the wire by the action of the telephone trans- 
mitter, and which would practically be limited in its 
rapidity by the actual capacity of the wire, a capacity 
which is represented by full charge, and which it is 
actually impossible to measure by any known method. 

The use of double wires effectually cures the evils 
of electro-magnetic induction between wire and wire ; 
such an arrangement is possibly a little more costly 
than would be some device to effect the same result 
on a single wire, but up to the present every one 
of the methods which have been tried to get rid of 
induction by other means than by the double wire 


system, have practically utterly failed. In the vast 


majority of cases the devices suggested and patented 
have really only served to prove that the inventors are 
ignorant of elementary principles. In cases where the 
methods have been partially successful, it has been at 
the expense of loud articulation ; in fact, the diminu- 
tion of induction has been exactly in proportion to the 
diminution of power in the telephone receiver. 
Working through long distances of underground wire 
is by no means impossible, in fact it can be effected at 
any time; the question is purely one of expense. 
It is only necessary to increase the thickness of the 
dielectric sufficiently, and we can practically work 
as far as we like, but with the insulating materials at 
present in general use, such an arrangement is out of 
the question on the score of expense. If, however, 
some cheap and reliable insulating material of low 
specific inductive capacity be discovered, the distance 
over which underground telephony and  fast-speed 
telegraphy could be extended would be considerable. 


OUR GUTTA PERCHA SUPPLY. 


A SUBJECT of great interest has been broached in the 
report on the origin and acclimatisation of gutta 
percha, contained in the Annales Telégraphiques, for 
September-October and November-December of last 
year, which we have recently received.* 

There can be no doubt that the question as to the 
continuance of the supply of gutta percha deserves 
very serious consideration, as, up to the present time 


* Rapport à Monsieur le Ministre des Postes et des Télégraphes, 
sur les Origines de la Gutta Percha et sur la possibilité de 
l’acclimater dans la Cochinchine Française, par M. Seligmann- 
Lui, Sous-Ingénieur des télégraphes. 
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no other body or compound has been found which can 
supersede it, in the field in which it plays so important 
a part. 

By this report we find that in the liberal spirit which 
has always distinguished the present Minister of Posts 
and Telegraphs in France, Mr. Seligmann-Lui, one of 
the French telegraph staff was sent to the Straits 
Settlements to gain as much information as possible 
concerning the various kinds of gutta percha and India 
rubber plants in that district. The object of this visit 
was to enable him to carry out an examination in the. 
French colony in Cochin China to determine whether 
the above mentioned plants were indigenous to the 
colony, and if not, to advise on the feasibility of 
planting them there. 

In the first part of the report, we do not find much 
light thrown on the subject, indeed rather otherwise. 
We can hardly be surprised at this, considering the 
many difficulties with which the author had to contend 
before even coming in sight of a gutta percha tree. 
Indeed it is this very difficulty in finding the trees, 
that has created such a scarcity in the supply of this 
gum. a 
We notice that the author does not place much value 
on classing the different, plants scientifically, but has 
assorted them according to their Malay names. In 
this manner he divides them into nine distinct species, 
but we do not think that this classification can be 


relied on, as, apart from the confusion due to local 


names, we notice some serious errors ; thus, in Class 8, 
we find both guita-durriau and gutta-tabau. Now 
these are two altogether distinct products and which, 
however they become coloured, during the process of 
boiling down, are respectively gutta-puteh (white 
gum), and guita-merah (red gum.) 

In his last class he mentions Æajou-arrou, but the 
kajou-arra, although its sap may be used sometimes 
for adulterating the real gutta, is in itself a climbing 
plant, and cannot for a moment be confounded with a 
gutta tree, by anyone who has seen both. 

We also find some mention of India rubber, but 
here also we observe some confusion. The gutta- 
rambong which is really from the ficus-elastica, he 
supposes to be identical with gutia-susu (Borneo 
rubber), whereas this latter is really obtained from 


the urceola elastica, which is not a tree, but a climbing - 
lant; the gums from which are called variously | 


jmtawau, jintawau-susu, jintawau-culat, serapit, 
menungau, etc. | 

As regards the gutta (gutta durriau) which Mr. 
Seligmann-Lui mentions as the best, as a matter of fact 


the natives find a difficulty in getting this particular | 


gum into the solid state, and for this purpose add to it 
a juice called gutta jelutong, obtained from a species of 


' alyxia, and possibly it may derive the extra qualities 


he observed in it from the addition of this sap. 

In the résumé at the conclusion of his report the 
writer appears to recommend strongly the establish- 
ment of gutta percha tree plantations in Pahang, an 
independent state on the east coast of the Malay Penin- 
sula, as he finds that Cochin China does not hold out 
much promise of success. It is to this project that we 
would most strongly draw attention. 

An undertaking of this class can only be adequately 
carried out by a government or some strong company, 
already established in a favourable locality, and to 
which the plantation of gutta trees might only form a 
subsidiary branch. When we point out the fact that 
at least 30 per cent. of the present market cost of the 
gutta percha is due to the time and labour expended by 
the collectors in searching for and finding the tree, and 
before it is even touched, the advantage of having these 
trees grouped together in a plantation is at once appa- 
rent. Apart from this important point, the manner in 


which the sap is collected by the natives is extremely | 


wasteful, as the writer has also observed in his report. 
Each tree being felled, the bark of the trunk and 
branches has annular incisions made in it at distances 
of about 3 feet apart, and the sap which then runs out 
is caught in rough troughs made out of leaves or bark. 


. There is in these operations much loss from the juice 


more serious accident. 


being washed out of the receptacles by rain ; besides 
this, the trees in the mountainous districts when felled 
sometimes have their bark so lacerated by falling 
among the sharp and rugged rocks that the sap escapes 
by the wounds and is lost. 

All the above causes of loss, besides others on which 
we do not dwell at present, could be eliminated in 
large well-organised plantations, and, although it is 
never done, we believe that the sap could be obtained 
by tapping the tree without previously felling it. . At 
present, no effective prohibition has ever, that we are 
aware, been placed on felling these trees, and as the 
immediate yield is greater and more conveniently 


obtained by cutting the tree down, one can hardly 


wonder that the quickest and easiest method is adopted 
by the natives. It is to be regretted that the author 
did not avail himself of his opportunity to set at rest 
the question as to whether the sap runs freely from the 
tsonandre by simple tapping. 

- Taking into consideration the savings which could 
be effected in the manner sketched out above, together 
with the almost certain rise in the price of the gutta as 


it becomes more scarce, a strong position can be taken § 


against the undeniable objection that about 25 years 
must elapse before the trees should be tapped. 

The example of enterprise and foresight set by the 
French Minister of Posts and Telegraphs in moving in 
this matter will, we hope, not be lost on our own 
Government, as this appears to us an undertaking 


which cannot, or at any rate will not, be carried out by | 


those who might naturally be expected to do 40, 


. namely, the native rajahs, and although most of the 


gutta producing area is under the protection of Holland, 
there is still a large expanse over which the English 
Government ‘can make its influence felt for good. 


THE ELECTRICAL RESISTANCE OF THE 
| HUMAN BODY.* 


By Dr. W. H. Stone. 


IN two previous communications last year I showed 
that the amount of this important basis of rational 
electro-therapeutics had been enormously overstated. 
Since then I find itgiven in thenew edition of Rosenthal’s 
“ Elektricitätslehre,” published in the current year, 
as about 5,000 ohms, and, to my surprise, so competent 
an observer as my friend Prof. Dolbear, in Lockwood's 
“ Handbook of Electric Telegraphy,” states it vaguely 
as from 6,000 to 10,000 ohms. On the other hand, Count 


Du Moncel, in his paper on the conductivity of im- 


perfect conductors in the Annales de Chémie et de 
Physique, vol. x., 1877, approaches more nearly to the 
real value in stating it from wrist to wrist to vary from 
350 to 220 kilometres. This is probably the Swiss unit 
given in Clark and Sabine’s tables as equal to 10°42 
ohms, or thereabouts. Both Rosenthal and Du Moncel 
furnish internal evidence that their excessive estimates 
were due to imperfect contact through the skin; for 


the former speaks of using 50 chromic acid elements 


of two volts E.M.F. each; whereas the current from 
this large battery, with proper contact, would be utterly 
unbearable to the patient, if not dangerous. The 
highest current I have seen employed was from 22 of 
these cells through less than 2,000 ohms resistance. It 
was done against my advice, and produced a large 
carbuncular boil at the nape of the neck, where the 
negative pole was applied. I have since then com: 
pletely modified my method of making the skin con- 
tacts, and no similar accident has occurred. 

Even with a far smaller current, namely, that of eight 
Daniell cells and small platinum electrodes, of which the 
size is accurately given, namely 41 by 3 em. (roughly, the 
length of two shillings side by side, and the breadth of 
a florin), Du Moncel produced a similar, though much 
The current was passed at 


* Nature. 


à ae matt 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
: 
| 
| 
| 
| 
; 
! 
| 
| 
j 
| 
! 
| 
| 
à 
| 
| 
| 
| 
di 
#4 
| 
3 
#4 | 
: 


of induction, and a telephone 


APRIL 12, 1884.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 301 


intervals for an hour and a-half from wrist to wrist, 
the patient being a lady, and afterwards for shorter 
periods in the opposite direction. “On withdrawing 
the electrodes,” says the writer, “to my great astonish- 
ment I found, on the parts of the wrists where my 
electrodes had been applied, very pronounced scars 
resembling burns produced by an acid or a caustic. 
These scars, to the number of three at the negative pole, 
were large and deep. At the positive pole they were 


very small, and 32 in number. During the first two 
days after the experiment no inflammation supervened, | 
but on the third day it began about the negative scars, 


and it was necessary to have recourse to poultices, 
which were kept up fora month ; even then the sloughs 
were not detached.” It is satisfactory to find that no 


permanent harm was done ; but it is evident that the 


excessive resistance recorded, amounting at times to 
3,900 ohms, was mainly due to this cause. It is perhaps 
not to be wondered at that the scientific Count should 
have relinquished this branch of his investigation. 
With hands soaked in strong brine, and then en- 


veloped in a thickness of flannel wetted with the same | 


solution, bandaged surgically over this with a spiral 
strip of lead, at least 30 cm. long, and 5 cm. broad, no 
local accident has ever occurred to me, nor has any 
local pain been mentioned. But with 10 bichromate 


cells in good order, the shock felt at making and break- | 


ing circuit has often been considerable. Indeed, my 
tall and athletic clinical clerk, Mr. Shackel, who kindly 
consented to act as a resistance, noticed that, when 
being tested from foot to hand (in his case a length of 7 
feet) with 1,027 ohms resistance, the opposite side of the 
body was jerked at these instants. In all recent experi- 
ments I have never exceeded this E.M.F., which is at the 
outside 20 volts, or about 18 volts as the cells run down. 

In all cases hitherto named an ordinary battery cur- 
rent has been employed. In a paper read by me before 
the British Association at Southport, I named a rotating 
commutator, and also one on the plan of a metronome, 
which I had tried for the purpose of diminishing cur- 
rents of polarisation by regular inversion. I preferred, 


however, the rapid manipulation of an ordinary com- : 


mutating key with the fingers of the left hand until 
the “throw” of a damped galvanometer was all but 


extinguished. 


At the Southport meeting, however, my friend Dr. 
Oliver Lodge suggested the use of alternating currents 
in place of the 
galvanometer, and Prof. Lankester, the president of the 
section in which my paper was read, kindly suggested 
that I should apply to the Royal Society for a grant in 
aid to purchase the expensive apparatus required for 
these experiments. The latter suggestion I at once 
acted on, and met with unconditional refusal on a 
printed form. Being thus thrown on my own small 
means, I proceeded to act on the former suggestion, 
and ordered an induction apparatus of an excellent 
London maker. But the British workman, if sure, is 
decidedly slow, and the instrument, though stated to 
be in a condition of forwardness, is not yet ready. 
In the meanwhile, in the pages of the ELECTRICAL 
REVIEW for January 12, a diagram, description, and 
woodcut of a pretty little instrument, designed by 
Prof. Kohlrausch, of Wurzburg, for the measurement 
of fluid resistances, appeared ; by his kindness I was 
put in communication with the firm of Hartmann and 
Co., of that town, the makers. They at once forwarded 
me the instrument, which proves to be beautifully 
made, and extremely moderate in price. This acknow- 
ledgment I owe to ithe Professor's courtesy towards a 


stranger, and their briskness in carrying out his wishes. © 


pon its details it is needless now to insist, it being 
practically a small induction-coil united to a metre- 
bridge of platinum-silver wire, with resistances of 1, 
10, 100, and 1,000 ohms, to be intercalated in the 
divided circuit. It emits a steady buzz of about 120 
Vibrations per second, which is reproduced in the tele- 
phone by methods well understood. In my first expe- 
ments I found the original and the phantom buzz 
difficult to separate. The former is easily lessened by 
Mounting the apparatus on vulcanised rubber tubing 


and a solid support. The R. is read off the scale by 
inspection : towards the left hand or middle of the wire 
with great accuracy; towards the right-hand end the 
ohms get squeezed together. When I drew the plug 
of the 1,000 R. my willing student-patient gavea jump 
out of his two brine baths and said he could not stand 
it. It was therefore necessary to use the 100 ohm 
plug. Even with this, however, the results were very 
remarkable. In this early period of my experiments 
two illustrative cases may be given. A female patient 
suffering from diabetes, but otherwise in good health, 
and able to walk about the ward, gave from foot to foot 
with an E.M.F. of 3°6 volts, a resistance of 1,210 ohms; 


from right hand to right foot, 1,350 ohms; and from 


left hand to left foot exactly the same figure. With 
the induction current she gave from foot to foot only 
473 ohms ; from hand to foot 735 ohms on the right, 
and 750 ohms on the left, side. The difference was so 
great, that at first I suspected instrumental error, but 


subsequent testings show that such is not the case. 


The discrepancy of 15 ohms between the two sides was 
clearly owing to my unfamiliarity with the telephone 
in place of galvanometer, and has materially lessened 
with greater experience. 

A male patient suffering from dysentery, now per- 
fectly well, gave from right hand to foot with a current 
of 3°6 volts a R. of 1,580, with 6°2 volts a mean of 
1,510, with 18 volts a R. of 1,366. Each observation 
was taken twice; the first and last agreeing exactly, 


_the intermediate only differing from 1,520 to 1,500. 


This is impossible at times to prevent from the unin- 
tentional motions of the patient slightly shifting the 
level of the brine baths. With the same baths and poles 
the induction current gave only 590 ohms resistance. 

‘ In neither of these cases was there any morbid con- 
dition of the muscles tested. The distance was in each 
case from the external malleolus of the foot to the head 
of the ulna in the corresponding hand. In recording 
these results, I prefer, as on the former occasion, to 
give them at once in their rough state before waiting 
for a plausible explanation, or endeavouring to procure 
a fallacious agreement between the two methods. What 
I stated then I now re-affirm, that there is some im- 
portant difference of a physiological character between 
the human body as a conductor and ordinary fluid 
electrolytes. 

No doubt, as Dr. Lodge suggests, “an alternating 
current ought to show too low a resistance, because of 
electro-chemical capacity, which it would treat like 
conductivity.” But the difference is far too great for 
such an explanation, nor does it occur to this extent in 
saline solutions. 1 am at present engaged in testing 
its amount in physiological fluids, such as blood-serum, 
ascitic and ovarian effusion, and the like. 

A beautiful metre-bridge on Prof. Kohlrausch’s pat- 


tern, with platinum-silver wire of 3m. long, has just 
reached me from Hartmann; with this I am using a 


“ sledge ” inductorium of Du Bois Reymond’s with three 
different secondary coils of different lengths and fine- 
ness of wire. For the determination of the alternating 
currents passing I am using the small dynamometer 
with aluminium wire suspended coil, which was shown 
before the Physical Society, and briefly described in 
Nature. | 

This I shall check by a fine instrument now on its 
way from Wurzburg, with a single wire suspension 
and torsion head instead of the more sluggish bifilar 
method. Ultimately it may be necessary to use a 
quadrant electrometer. 

Even at this stage it is obvious that the fact of the 
human body being about twice as permeable to induc- 
tion as it is to low tension continuous currents is of 
great physiological and therapeutical importance. 


Communication with South America.—The secre- 
tary of the West Coast of America Telegraph Com- 
pany, Limited, intimates that telegraphic communica- 
tion with Valparaiso, Buenos-Ayres, and all telegraph 
stations in Peru, Chili, the Argentine Republic, Uru- 
guay, and Brazil, is now re-established vid Galveston. 
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ON A METHOD OF DETERMINING THE MOST 
SUITABLE RESISTANCE FOR AN INSTRU- 
MENT IN A COMPOUND CIRCUIT. 


IF in any part of a compound electric circuit contain- 
ing an electromotive force it is desired to insert an 
instrument, that instrument may have a certain resist- 
ance given to it, which will permit it to exert the 


' greatest possible force. This resistance could be cal- 
culated in some cases, but in the majority of cases that 


occur in practice it could more easily be determined by 
experiment. Thus let it be required to insert an instru- 
ment of resistance, R, in a compound circuit, L, /, /, /, 
containing an electromotive force, E, and producing a 


current, A— 
L, 
| ÿ Ÿ | 
1. 


Then when RA? is made a maximum, R would be the — 


most suitable resistance to give the instrument. It is 
therefore only necessary to insert in the circuit a 
rheostat, “R,” and graduated galvanometer, m, of 
resistance, “9,” and vary the resistance of the rheostat 


until the square of the deflection, multiplied: by the 


resistance, R + g, is greatest. This rule follows from 
the law that the force exerted by a simple electro-magnet 
varies as the rate at which energy is expended in its 
coils ; and the force exerted by an electro-magnet acting 
upon a magnet, varies as the square root of the rate that 
energy is expended in its coils. | 
This rule suggests a simple method, both of ascer- 
taining the most suitable resistance for telegraphic 
instruments, and also for finding the limit of the dis- 


tance that can be telegraphed over with a particular 


gauge of wire and kind of instrument. | 

On very short telegraphic lines on which there is no 
perceptible leakage, the rulé for the resistance to be 
given to the instruments is that the sum of the resist- 
ance of all the instruments in circuit, should be equal to 
the remaining resistance of the circuit. But upon lines 
of from 100 to 150 miles, ‘which necessarily have a con- 
siderable leakage, the resistance of the instruments 
must be much less than that of the remainder of the 
circuit. This resistance should be found, as before 


mentioned, by inserting a galvanometer and rheostat in 


the circuit, and adjusting the rheostat until the current 
square mutiplied by (R + g) is a maximum; the 
resistance of the relay, plus that of the galvanometers 
at the home and distant station, should then be made 
equal to the resistance thus found. 


L 
CR 1© | 
\ 
Fig. 2. 


In the case of a duplex circuit, the resistance of the 


receiving instruments should be determined while the 
resistance of the home battery and the instruments of 
the distant station are in circuit; and it would be 
necessary to determine the resistance of R and R, at the 


same time. In fig. 2, Lrepresents a looped line, the two > 


sets of apparatus, A and B, being in the same office. 


Let R always equal R,, and let R and R,, have consecu- 
tively different values given them, w being balanced 
after such alteration of R and R,, and thus determine 
what resistance must be inserted in R and R, to make 
(deflection)? x (R + g) a maximum. The resistance 
of one of the sets of coils of (relay + galvanometer) 
would be made equal to (R + g). 

The distance that can be telegraphed over on a par- 
ticular line, and with a particular description of instru- 
ment, is practically limited by the electromotive force 
that can be employed, since it is found in practice that 


_ a certain electromotive force cannot be exceeded with 


safety to the insulation of the line, so that if with the 
greatest safe electromotive force upon a number of cir- 
cuits of different lengths, the maximum value of 
A? (R + g) was obtained by adjusting R, it would be 
found that the value of A? (R + g) would diminish with 
the lengths of the lines until it became too small for 
the instruments to respond to. That distance at which 
A? (R + g) equalled the minimum expenditure of 
energy to which the instruments would respond would 
be the greatest length of line wire that could be used ; 
and the resistance (R + g) would be the resistance to 
which the receiving instruments should be wound. 
The resistance (R + g) should, of course, be divided 
between the instruments in the most suitable pro- 
portion. These values of the instruments’ resistance 
should be found in bad weather. 
| W. Moon. 


ALTERNATING CURRENT MACHINES. 


THEORY AND PRACTICAL FORMULA OF ALTERNATING 
CURRENT MAGNETO-ELECTRIC MACHINES. 


Note By M. FELIX LUCAS, PRESENTED By M. CORNU.* 


THE moveable armature of an alternating current 
magneto-electric machine comprises N = pv equal 
bobbins, and we group in quantity v groups of y 


bobbins joined up in series; there are as many 


possible modes of grouping as there are manners of 
decomposing N into two entire factors, » and v. The 


- inductor is composed of fixed magnets. 


For one mode of grouping we may first impart to the 
armature a fixed speed of rotation of » revolutions per 
minute. The effects obtained vary, then, with the 


resistance, R, of the conductor with which we close the . 


circuit. Let I be the intensity of the electric current 
and T the motive work received by the machine and 
transformed by it into electrical energy ; I and T are 
two functions of R. Let us designate, on the other. 
hand, by 7 the resistance (measured, for instance, by 
means of a Wheatstone bridge) of the system of 
bobbins included in the circuit. We might express R 
and 7 in ohms, 1 in amperes, and T in horse-power. 
The principle of the conservation of energy gives first 


(1.) (R+7r)P=TgT. 


In order to obtain a second equation, we may have 
recourse to experiment. I close the circuit by a con- 
ductor of unknown resistance; an electro-dynamo- 
meter shows the intensity, I, of the current; the 
pressure indicated by the manometer of the steam 


_ engine makes known the work which it produces and 


from which I subtract the work (measured beforehand) 
absorbed by the transmissions and by the movement 0 
the machine when it runs with an open circuit: I thus 
obtain T. By varying the external resistance from zero 
to infinity, so as to obtain a great number of corres- 
ponding values, I and r, we obtain the elements of à 
graphic tracing in which we take I for the abscissa 
and T for the ordinate. I have recognised thus that 
the law according to which T depends on I, is repre- 


. sented by a parabola of the second degree which 


* Comptes Rendus. 
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passes by the origin of the co-ordinates and of which 
the axis is vertical. We have, consequently, 


2.) o(I— = 15 g (k—1). 


The numerical values of the three parameters, p 
(resistance), À (intensity), and Æ (mechanical work), are 
determined when required from the graphic; as the 
curve passes by the origin of the co-ordinates, we 
have— | 

(3.) pl=7gk. 


If we eliminate T in the equations (1) and (2), 
taking into account the formula (3), and considering 


(4.) ¢=Qph, 
we find that there exists between R and I the very 
simple relation 


(5) R+r+p)1=$ 


The parameter, ¢, is expressed in volts; as the electro- 
motive force p represents a fictitious resistance, to 
which no consumption of mechanical work corres- 
ponds. The two equations, (1) and (5), contain all the 
laws of the function of the machine for a constant 
speed of the armature and for a fixed method of 
grouping. | 

If we wish to determine directly $ and p, we may 
make two accurate experiments, giving to the resistance, 
R, two known, values, R’ and R”, and measuring the 
corresponding intensities, I’ and I’. We shall thus 
have 


6. 
(6.) à. 


For variable speeds of the armature, p and $ become 
functions of the number, #, of revolutions per minute. 


By determining experimentally the nature of these 


functions, » varying from 150 to 850 revolutions, I 
have ascertained that they are linear. In other terms : 
The parameters, p and ¢, increase in direct ratio to ». 
We have therefore— | 


| o=a+an 
and the formula (5) becomes 


I have verified this formula by a very great number 
of experiments. 


We have now only to consider the mode of grouping 


of the machine, and experiment has led me to the 
following observations :— | 

The series grouping of y identical systems multi- 
plies by u the parameters p, ¢, and 7; the grouping 
in quantity of v identical systems divides by » the 
parameters p and 7, without modifying the para- 
meter ¢. | 

If, therefore, we designate by a,, «,, b,, B, and Ys 
the parameters coresponding to a single one of the 
bobbins, we shall have— | 


(9.) a=Ë r= b=p b,, B= 


The ‘electrical energy furnished by the machine on 
the external circuit is given by the formula 


10) | Nt 
[yR +p (7, + 4, + 


It reaches the maximum when we conform to the 
relation 


(11.) + + B, n), 
and its value is then | 


4(r, x b + Bin) 


My experiments, to obtain and verify these various 
formule, were made at the Dépôt Central des Phares, 
in December, January, and February last, with mag- 
neto-electric machines on the De Méritens system. 


IRISH’S NEW ELECTRO-MOTOR. 


THIS motor has been devised, we are informed, in con- 
sequence of the demand for small and effective portable 
motors. The illustration represents a convenient form 
for domestic and other uses, where small power only is 
required, and it is fitted with universal tool holder for 
brushes, emery wheels, drills, &c., also sheaves and 
friction wheel. Although a hand machine, it may 
be easily clamped to the bench or table. The field- 


‘magnets are simply electro-magnets, with their pole- . 


pieces projecting inwards and hollowed to receive the 


armature. The ends of the magnets are coupled together 
by brass plates, which also form the bearings for the 
armature. The field-magnets are connected up so that 
their respective ends come together of different polarity. 


‘The armature is of simple Siemens’ form, but with 


a twist, which brings one pole opposite N, N, the other 
pole opposite 8, 8S. The machine is said to act well as a 
dynamo. 


THE E.M.F. OF DYNAMO MACHINES, EXCITED 
BY A CONSTANT CURRENT. 


[A COMMUNICATION. | 


IT has been frequently assumed that the E.M.F. is 
constant for a uniform speed in dynamos, the field- 
magnets of which are excited by a constant current, 
and that the fall of potential at the brushes, consequent 
on increased current through the armature, is only due 
to the latter having some resistance.* For example, let 
a dynamo, the field-magnets of which are separately 
excited, give a difference of potential, V, at the brushes, 
when a current, C, flows through the circuit. If the 
resistance in the circuit is diminished, so that a larger 
curent, C,, flows through the armature the potential at 
the brushes will be diminished to V, and on the as- 
sumption that the E.M.F. is constant 


where 7 is the resistance of the armature 
and | 
V,=V—r(c, — C) 


This means that the potential at the brushes is 
diminished by a quantity equal to the product of the 
additional current and resistance of the armature, and 
from this it might be expected that in any machine 


- * In connection with this subject I would draw the attention of 
your readers to an extract from an American paper, which ap- 
peared in the Review for February 2nd, entitled ‘ Regulation of 
Electromotive Force.” In the article referred to Mr. F. B. Crocker 
ignores everything save the resistance of the armature. 
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where 7 is very small, a considerable addition to the 
current might be made without diminishing to any great 
extent the potential at the brushes. Experiment shows 
that the actual fall of potential at the brushes is much 
greater than these formule would lead us to suppose ; 
indeed, under certain circumstances, it is possible that 
the resistance of the armature is quite an unimportant 
factor in producing the result. 

To ascertain the exact way in which the potential at 
_ the brushes of a separately excited dynamo falls as the 
resistance in the circuit is varied, I have made a 
number of experiments, some of the results obtained 
being plotted out in the curves, figs. 1 and 2. The 
machines upon which I experimented were of the 
 Pacinotti ring type, made by Messrs. Paterson and 
Cooper, the armature consisting of a number of thin 
discs of charcoal iron having teeth projecting from the 
body of the ring, between which the coils of wire were 
wound, the connections being as in the Gramme 
machine. The field-magnets were of soft cast iron, the 
pole-pieces enveloping the ring armature for about 
_ three-fourths of its circumference. The first machine 
upon which I experimented was a small shunt con- 
structed to maintain 25 20-C.P. Swan lamps, and during 
the experiments the speed was maintained constant at 
1,600 revolutions, the field-magnets being excited with 


= 
2 

| 

| Fire. 1 


a constant current of 1°8 ampère. Fig. 1 shows the 
results obtained with this machine, horizontal distances 
along, A, B, giving the current in amperes, and ordinates 
the difference of potential at the brushes. The resist- 
ance of the armature was ‘12 ohm, and I have drawn a 
line, C, D, so that the tangent of the angle this line 
makes with the horizontal line, C, E, is equal to the 
resistance of the armature. If the formula given on 
the assumption that the E.M.F. is constant were true, 
the observed difference of potential at the brushes 
ought to fall on the line, C, D, but the great discrepancy 
between the observations and the line shows that the 
formula referred to but very inadequately expresses the 
relation between the potential at the brushes and the 
current flowing through the armature. _ 

- Professors Ayrton and Perry have recently shown 
that the effect of self-induction due to starting and 
stopping the current in the coils of an armature as they 
pass the brushes, may be expressed as a resistance added 
to the armature, the value of which is equal to 


or where 7 is the number of revolutions per minute, 


and L the co-efficient of self-induction per radian of 
the coil. For a fixed speed this resistance will be con- 
stant, but the E.M.F. required to overcome it will be 
simply proportional to the current. If we assume then 
that the E.M.F. of the machine is a constant, an 


additional quantity — C oo which represents the 


E.M.F. necessary to overcome the effect of self-induction 
must disappear at the brushes. Hence in a separately 
excited dynamo, running at a constant speed, if E is 
the E.M.F. of the machine, the difference of potential 
at the brushes when a current flows will not be simply 


E — C7, butE—C (7 + 2 2) or calling the resist- 


120 
ance due to self-induction, p, the difference of potential 
at the brushes becomes E — C (7 + 7). 
But even when we include in the expression the 
effect due to the self-induction in the armature, it does 


not completely represent the fall of potential at the 
brushes of the dynamo. Fig. 2 shows some results 
obtained from a larger size series machine. The work- 
ing current of this machine is 20 amperes, with which 
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the field-magnets are fairly well saturated. The first 
curve, A, (fig. 2) shows the fall of potential at the 


brushes of the machine when the field-magnets are 


excited with a constant current of 20 ampères, abscissæ 
as before representing current and ordinates difference 
of potential. Curve B shows the results when a current 
of 10 amperes is employed to excite the magnets, and 
curve C the results when the exciting current is only 
5 amperes. The brushes were not moved during: the 
experiments, and the speed was maintained constant at 
1,600 revolutions per minute. If the fall of potential 
at the brushes were simply due to the resistance of the 
armature and to the self-induction of the armature 
coils, the line representing this fall would not be curved 
as in some of the examples, buta straight line gradually 
sloping from the highest point. Moreover, if these 
were the only two causes producing the result, the line 
would have the same slope, whatever be the strength of 
the field. Fig. 2 shows, however, that with different 
strengths of field we have very different values for the 
fall of potential due to increase of current, the differ- 
ence being due to the reaction of the armature on the 
field-magnets, and depending on their relative sizes and 
windings. When the field produced by the field- 
magnets is large, compared with that produced by the 
armature, the curve is approximately a straight line, A, 
fig. 2, in which case the fall of E.M.F. in the machine, 
due to the demagnetising effect of the current in the 
armature, is directly proportional to that current. We see 
then that along with the fall of potential at the brushes, 
due to the resistance of the armature and the self- 
induction of the coils, we have a diminution of the 
E.M.F. of the machine, due to the weakening effect of 
the armature on the field-magnets. If we call E,, the 
K.M.F. of the machine when the circuit is open ; when 
a current, C, flows through the armature, the E.M.F. 
becomes E, — C q, and the difference of potential at the 
brushes is consequently E, — C(q + 7 + p), where 7 


- and p have the values before assigned to them, and q is 


aterm depending on the relative proportions of the 
magnets and armature, and their respective windings. 
On fig. 2 is shown the fall of potential, due to the 
resistance of the armature, C7, also that due to the 
weakening effect of the armature, and to self-induction 
C(p + 4). 


In every dynamo machine, whether separately ex- 


Cited or not, 7, 7 and p, ought to be made as small as 


possible. The winding of the armature ought to be 
such as to enclose all the lines of force passing be- 
tween the pole-pieces with a minimum length of wire; 
this keeps 7 small ; also the winding ought to be such 
as to make the magnetic moment of the armature as 
small as possible; this makes 9 and p small, As 


| 
| 
| 
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an example of machine in which the method of 
winding makes p and q a minimum fora given number 
of turns on the armature, the Siemens dynamo might 
be cited ; while, on the other hand, the Bürgin machine 
might be cited as one in which q, p, and also 7, are 
excessive for a given number of turns, The armature 
of the latter machine is wound so as to employ, it 


would seem, a maximum length of wire for the enclo- | 


sure of the lines of force, instead of a minimum, and 
the dividing up of the armature, and separate coiling 
of each piece, renders » and q very large indeed. 
Occupying a position midway between those two ex- 
tremes come the Gramme machine, and generally 
machines having ring armatures, | | 
In shunt dynamos, it is of special importance that 
4, p and 7, be kept as small as possible, since the poten- 
tial at the brushes determines the strength of the field, 


-and any diminution due to the foregoing causes, im- 


mediately exaggerates the fall of potential by weaken- 
ing the field-magnets. For this reason the curve con- 


necting the difference of potential at the brushes with 


the current in the lamp circuit for a shunt machine, is 
never a straight line, but in a well constructed dynamo 
the curvature for a long range is small, and the slope 
very gradual. In fig. 3 is shown the curve for a shunt 


- dynamo giving a current of 143 ampères and 50 volts. 


During the experiments the speed of the machine was 
maintained uniform at 1,500 revolutions per minute. 
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The fact of there being a certain E.M.F. expended 
in starting the current in the coils of the revolving 
armature does not affect any calculations respecting 
the commercial efficiency of dynamo machines, since, 
by commercial efficiency, we mean the ratio of the 
electrical energy utilised for lighting purposes, to the 


_ total energy expended in driving the machine; but it 


does affect the items of which the commercial effi- 
ciency is made up. For example, if in a series dynamo, 
R is the external resistance, 7, the resistance of the 
armature, and 7, the resistance of the field-magnets, 


it is generally assumed that the electrical efficiency is 


R 
expressed by REINE taking for granted, of course, 


that the E.M.F. of the machine is C(R+7,+97), 


where C is the current flowing. But it has been shown 
that the E.M.F. is really C (R +7, + 7, + p), where p 
has the meaning before assigned to it, and the elec- 
trical efficiency therefore becomes 


R 
or somewhat lower than before. On the other hand, 
the conversion efficiency of the machine is raised some- 
What. More of the energy expended in driving the 


machine is converted into electricity, and less of the 
energy so converted is utilised. W. B. ESSON. 


The United Telephone Company, Limited.—The 
secretary announces that the offices, call rooms, and 
telephone exchanges of this company will be closed on 
Saturday, the 12th inst., as well as on Good Friday and 
Kaster Monday (Bank Holiday), for the purpose of 
making certain additions and alterations which the 
recent rapid development of the company’s system has 
rendered imperative. 


THE LATE ELECTRICAL EXHIBITION AT 
THE CRYSTAL PALACE. 


(Continued from page 288.) 

Let me work out one case completely, so as to show 
the methods adopted‘ to determine the efficiency of 
each machine, 

I will select one of the three Bürgin machines (the 
C, machine) submitted by Mr. Crompton. In the C, 
machine the resistance of the armature (cold), a, = 
‘528 ohm ; the field magnet, f, — ‘435 ohm ; the differ- 


ence of potential, », — 92°8 volts; and the current, 


31:18 ampéres. | | 

To determine the difference of potential at the ter- 
minals— | 

Let d be the deflection of the galvanometer on dis- 
charging a condenser atter charging it from the standard 
cell, let B be the mean deflection on discharging the 
condenser after charging it from the machine terminals, 
t the ratio between the values of the shunts employed ; 


then p = - x 1-457 volts. In this case £ — 10°47, 


— 219-1, d — 36; hence p = 92843 volts. 

To determine the current, C, in the external circuit— 

(1) By the Condenser.—Let 6 be the mean deflection 
on discharging the condenser after charging it from the 
terminals of the tangent galvanometer circuit, and m, 


the resistance (hot) of wires on the frame; then 


om 5 a In this case 6 — 1486 and m, = 
‘158 ; hence C = 38064 ampéres. 

(2) By the Tangent Galvanometer.—Let 6 be the 

deflection of the tangent galvanometer, Æ its constant, 

g its resistance, » the resistance of wires used in the 

tan. 0x kx g 
mo 

6 = 47°67°, k = 3469, g = 1559, m ‘155; hence 


experiment ; then C = . Inthis case 


C = 38°30 amperes. 


The mean value C,, from these 2 a is 38°182 

the external resistance, 7, — 3818. 24316 
ohms, the internal resistance (a + f) of armature and 
field when hot from the current is 1°02 ohms; hence 
the whole resistance is 3°4516 ohms, and the whole 
electromotive force of the machine = C,(a +f+7r 
= 131:79 volts. | 

Now with regard to the efficiency of this machine, 
the number of watts = C? (a + f + r) = 5,031'5, and 


the electrical horse-power — @ 6°7461. 


Now the actual horse-power applied as measured by 
the dynamometer, deducting the horse-power required 
to overcome the friction at the driving speed, is 7°7018 ; 


hence the electrical efficiency of the machine, 2.e., the 


fraction of the power applied, which — as power 

in the shape of electric current, is TOR — 8759, or 
nearly 88 per cent. Of this, the fraction which appears 
in the external circuit is the ratio of the external re- 
sistance to the total resistance, = rn = ‘70448. 
Hence the external or the useful electrical efficiency is 


61:7 per cent. 


On comparing the two methods of measuring the 
current we have the following results :— 


By condenser method, By Tangent Galvanometer. 
c = 38'064. c = 38°30. 
92°843 92°843 
T= 35-064 = 2°4391. = 2°4241. 
Total resistance = 34591. Total resistance = 3°4441. 
E.M.F. =c x 3°4591 = 1381°67. E.M.F. = 131'91. 


Units of work, or watts, 5012.. | Watts = 5053. 

Electrical H.P. = 6°7191. Electrical H.P. = 6°7731. 

H.P. applied, deducting for | H.P. applied, deducting for 
friction, = 7°7018. friction, = 7°7018. 

Electrical efficiency = ‘87241. Electrical efficiency = ‘87948. 

The fraction of this appearing | Portion in external circuit = 
in the external circuit = ‘70383. 
‘70513. 

External electrical efficiency = | External electrical efficiency = 
‘6152, or 61°52 per cent. 619Q, or 61°90 per cent, 
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Thus the difference in the two methods is only about 
two-thirds per cent. on the efficiencies. 

For machines with a separate exciter, such as the 
Maxim machine and the H Gramme machine, the same 
methods were adopted for finding the current and the 
potential at the terminals, but in the case of the exciter 
the current was obtained from the potential at two 


_ points, and the resistance measured between them by 
the Wheatstone bridge immediately after the experi- 


ment whilst the portion of the circuit was still warm. 
In shunt dynamo machines the potential was deter- 
mined at the terminals, and the current in the field- 
magnets determined from their resistance measured 
(warm) by the Wheatstone bridge immediately after 
the experiment. The current in the external circuit 
being determined by the same methods as before, and 
the external resistance when running deduced from 
this current. In this case the total resistance is the 
resistance of the armature together with the combined 
resistance of field and external circuit. The total cur- 
rent, C, is the sum of these two currents. Hence 


the ELM.F. of the machine = C (« 


+ 7x 5 where 


C=O + Co + X 1487. 


It will be seen from the table of efficiencies of these 


dynamo machines (see. p. 257, March 29th) that there | 


are several which are capable of converting into elec- 
trical energy more than 80 per cent. of the energy 
absorbed, and that some convert more than 90 per 
cent., so that as converters of energy they are very 
efficient machines. But in some of these the internal 


resistance is so high, as compared with the external, - 


that there are only five which give more than 80 per 
cent. of their electrical energy in the external circuit, 


i.é., the useful electrical energy is only 80 per cent. of. 


the total electrical energy. 
The Edison machine, with thick copper rods or bars 
in the armature, converts into electrical energy 91 per 


cent. of the absorbed power, and of this amount 91 per. 


100 * 100 
or ‘83 of the absorbed power appears as useful electrical 
energy in the external circuit, 

Of the others there are only three, viz., the B Gramme, 


cent. appears in the external circuit, so that 


the Maxim, and the Weston, which convert over 70 per 


cent. of the power applied to them into useful electrical 
energy. 

After discussing the Biirgin C3; machine so fully, it is 
only fair to Mr. Crompton that I should state that since 
these tests were made he has entirely altered the internal 
resistance of his machines and their general arrange- 
ment, and has greatly improved their total efficiency 
as well as their useful electrical efficiency. 

Through the kindness of Dr. Hopkinson I am able to 
give you the latest information with regard to the 
Kdisou-Hopkinson dynamo machines. One of these 
machines was tested by Mr. Sprague after our tests 
were made at the Crystal Palace, and he found that 
94 per cent. of the absorbed energy appeared as elec- 
trical energy. A large Edison-Hopkinson machine on 
board the Oregon supplies 520 Edison A lamps with a 
current of ‘72 amperes each, and the E.M.F. is 107 volts, 
so that the amount of useful energy is 40,000 watts. 
The resistance of the field-magnets is 17 ohms, and of 
the armature less than ‘01 ohm when warm; hence the 
current in the magnets is about 6 amperes, and the 
total current in the armature 380ampéres. The energy 


9 


- spent in heating the field-magnets is be = 670 watts ; 


in the armature is 380? x ‘01 = 1,444 watts ; thus only 
6 per cent. of the electrical energy is spent in heating 


the machine, and 94 per cent. of the electrical energy 


appears as useful electrical energy in the external 
circuit. 


94 94 | 
Thus Too * Too 2" ‘88 of the power absorbed, is con- 


verted into useful electrical energy. The 83 per cent. 


efficiency of the Edison machine has been raised to 
88 per cent. by the improvements introduced into it by 
Dr. Hopkinson. 

In considering these efficiencies of dynamo machines, 
as well as all efficiencies which have been determined 
up to the present time, it is important to remember 
that they depend upon the value of our unit of resist- 
ance in two ways—(1) directly, because we are mea- 
suring resistances, and (2) indirectly, because in mea- 
suring electromotive forces we take as our standard a 
unit of electromotive force which depends upon the 
value of our unit of resistance. 

Thus Clark’s standard cell is said to have an electro- 
motive force of 1°457 volts, but this number is derived 
from the B.A. unit of resistance, which several expe- 
rimental tests by Lord Rayleigh and by others have 
shown to be ‘9865, or more than 1 per cent. below the 
theoretical unit of resistance. The E.M.F. of Clark’s 
cell and of standards of E.M.F. must be altered to the 
same extent to suit the Rayleigh ohm. Hence all effi- 
ciencies of dynamos which have been hitherto deter- 
mined must be more than 1 per cent. too high, and 
should be reduced in the ratio of ‘9865 to 1. 

Having considered the efficiency of the dynamo 
machines for converting mechanical energy into elec- 
trical energy, which may be regarded as another form 
of energy of motion, we have now to consider the 
reconversion of this electrical energy back again into 
heat and into energy of radiations, as we compare the 
candle-power with the energy expended under different 


_ conditions in incandescent lamps. 


(To be continued.) 


REVIEWS. 


Lectures on Electricity.* By JOHN TYNDALL, F.R.S., 
&c., Professor of Physics in the Royal Institution of 
Great Britain. Translated into German with the 
author’s sanction by Joseph von Rosthorn. Vienna, 
Pesth, Leipzig. 


This work, like its companion volume, is well known 
in England, as embodying a course of lectures de- 
livered at Christmas last in the Royal Institution. The 
translation is clear; faithful, and idiomatic. The pub- 
lishers deserve great praise for the style and getting 
up of the work. Paper, letter-press, and illustrations 
are all excellent. | 


Electrical Phenomena and Theories.t A brief abstract 
of a course of Seven Lectures delivered at the Royal 
Institution of Great Britain, by JOHN TYNDALL, 
F.R.S., Professor of Physics in the Royal Institution 
of Great Britain. Translated into German, with the 
author’s sanction, by Joseph von Rosthorn. Vienna, 
Pesth, Leipzig : Hartleben. 


Concerning this work, little can or need be said. It 


is a reproduction of a well-known course of lectures 
by Professor Tyndall, in clear and elegant German. 


Electricity and its Applications.f A seasonable New 
Year’s gift for 1884. Milan. 
This work is compiled by Enrico Bignami, with the 


collaboration of a number of eminent Italian physicists, 


each of whom furnishes a section. 

_ The first chapter, bearing the same title as the entire 
work, is furnished by Prof. Pietro Pezorini, and gives 
a general historical survey of the subject. Here a very 
considerable emphasis is laid on the results lately 


* Vorträge über Elektricitüt, von J. Tyndall, F.R.S., Prof. der 
Physik in der Royal Institution of Great Britain. Mit des Autor’s 
Erlaubniss ins Deutsche übertragen von Joseph von Rosthorn. — 

+ Elektrische Erseheinungen und Theorien. Kurzer Abriss 
eines Curses von sieben Vorlesungen, abgehalten in der Royal 
Institution of Great Britain, von John Tyndall, F.R.S., Prof. 
der Physik in der Royal Institution of Great Britain. Mit des 
Autor’s Bewilligung ins Deutsche übertragen, von Joseph von 
Rosthorn. 


t L’Elettricita e le sue Applicarioni; Strenna del Giorno pel 1884. 
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obtained by Marcel Deprez in the electric transfer of 
power. The author describes these experiments at 
some length, quotes the favourable opinion expressed 
by M. Bert, and expresses the confidence that by this 
means Italy may derive great benefit from the utilisa- 
tion of the mountain torrents descending from the Alps 
and the Apennines. 

The second chapter discusses the general principles 
of electricity and magnetism, and is communicated by 
Prof. Ferrini, being, in fact, taken from his treatise, 
“ Elettricita e Magnetismo.” These principles are laid 


down ‘in a number of detached paragraphs. We find. 


here an account of the law of Coulomb, the experi- 
ments of Riess, Coulomb, and Hecker, the definition 
of the magnetic field as furnished. by Sir W. Thomson, 
the theorem of Volta, the laws of Ohm, Long, and 
Jacobi, and an explanation of the standards of electric 
measurements. | | 

The electric light, and the various forms of lamps, 
are the subjects of an extensive section by A. Casanova. 
This author gives a history of the electric light from 
its first discovery down to the present day. He de- 


scribes the arrangements for the arc light, for incan- | 


descence, or glow lamps, the means of producing the 
necessary electric currents, such as the hydro-electric, 
the secondary, and the thermo-electric batteries. He 
then treats of electric induction and the principles of 
magneto-electric machines, several of which are de- 
scribed and shown in illustrations. The style of the 
figures is, however, not equal to that which we gene- 
rally find in French, English, and American treatises, 
A. Casanova then passes on to an account of the distri- 
bution of the electric light, the system of M. Marcel 
Deprez taking a prominent place. 

Some of the especial uses of the electric light are 
next described, as in lighthouses and in military 
operations. Here the writer notices its employment 
by the French in disembarking on the coast of Tunis, 
and adds a reflection on the manner in which science 
is made to minister to the caprices of human ambition. 


The introduction of the electric light for civil and in+ . | 


dustrial purposes is duly considered, and strong hopes 


are expressed of its future utility. We can scarcely 
see the reason for introducing a figure of the “solar 


motor” in this connection. This novel source of 
mechanical power may come into practical use in 
Australia and Africa, and may of course serve to drive 
dynamos ; but in no part of Europe is the sun light 
sufficiently free from interruption. | 

The succeeding chapter, on electricity applied to the 
transmission of signals—in other words, to electro- 
telegraphy and telephony—is from the pen of P. 
Meardi. 

_ Erminio Ferraris gives a preliminary account of an 
arrangement for electrolytic purposes, as in electro- 
metallurgy, galvano-plastics, &c. This chapter is short, 
and might easily have been rendered more instructive. 

Dr. A. Baratieri treats of electricity in reference to 
the animal economy. In this chapter we find mention 
of the electricity of the gymnotus, and of the original 
experiment of Galvani, but there is nothing which can 
be called suggestive. 

Dr. P. Schivardi discusses electro-therapeutics—a 
much abused subject. 

The concluding chapter contains practical instruc- 
tions for the application of electricity to household 
uses, and is of a somewhat promiscuous character. It 
includes the installation of the electric light without a 


motor, by means of the Gardine battery ; the arrange- © 


ment of electric bells, indicators, telephones, electric 
motors, gilding and silvering, the Mucci voltameter for 


Medicinal purposes, and the determination of the poles 


in the battery. 

There is little in this treatise to which direct excep- 
tion can be taken as inaccurate. But the various sec- 
tions are very unequal in their merit, and errors of 
arrangement are not wanting. Thus, in the section on 
animal electricity, we find much that belongs to the 
general elements of electrical science, and such 
“piper’s news” as that “the atmospheric air is a 
body,” or that “our globe is formed of a quantity of 


points, such as mountains, pyramids, obelisks, trees, 
church-towers.” Very true, doubtless, but having little 
especial bearing upon the electric manifestations in 
animals. 

The electric transfer of mechanical power, though 
referred to in the introductory section, is not made the 
subject of a distinct chapter. 


THE EFFICIENCY OF SECONDARY 
| GENERATORS. 


WE observe that we are not alone in criticising the recent 
report given by Dr. Hopkinson on the Gaulard-Gibbs 
system of electrical distribution. M. Jules Sarcia 
writes as follows in the last number of La Lumiere 
Electrique: | 
“In the calculations for percentage of efficiency we 
see two grave errors of a theoretical nature. The first 
is the violation of a well known arithmetical theorem ; 
in the second, Dr. Hopkinson unduly applies Joule’s 
law which, as is shown in all classical treatises, is not 
applicable to alternating currents. | ge 
Let us examine first the arithmetical error. We will 
designate by T the electric work furnished by the 
primary machine at the terminals; by £ the electric 
work of the secondary generators, and by c the heat 
absorbed by the line. The individual return of the 
secondary generators is, by definition, the relation of 


the energy, {, which they give to that which they 


receive from the primary current. Now the energy 
which they receive is no other than that which is 
developed ut the terminals of the primary machine, 
minus the caloric energy absorbed by the line, that is 
to say, T—c. The return is therefore expressed 
thus— 

t 


Now, Dr. Hopkinson does not proceed thus, he takes 
for the numerator of the fraction which expresses the 
rendering, the work of the secondary generators (9513 
+ 1875) augmented by the caloric work of the line 
(3630), that is to say, ¢ + c, and for the denominator he 
takes, on the contrary, the work, T (16,710 watts) of 
the primary machine. The rendering thus defined 
would be equal to 

t+c 


T 
which we may write 


T—c+c 


It is, therefore, the true expression of the rendering 
in which we have added the same number, c, to the 
numerator and denominator. Now, an elementary 
arithmetical theorem teaches that we increase the 
value of a fraction when we add the same number to 
the numerator and to the denominator. 

The expression of Dr. Hopkinson is, therefore, 
always higher than the true rendering, and that in con- 
sequence of an error against the principles of arith- 
metic, the electric methods being accepted without 
discussion. 

Let us see, now, how Dr. Hopkinson calculates the 
caloric work, c, absorbed by the line. For this he 
simply measures, by means of the electro-dynamo- 
meter, condemned at the beginning of his report, what 
we may call the intensity of the primary alternating 
current, he squares this intensity, and then apply- 
ing Joule’s law he multiplies by the resistance of the 
line, and finds 3,630 watts. Now, this mode of pro- 
ceeding is inadmissible, since, as said above, it is im- 
possible to draw any conclusion from the indications 
of the electro-dynamometer when it is applied to alter- 
nating currents. In order to be consistent with him- — 
self, Dr. Hopkinson ought to have applied to the line 
the method of M. Joubert. 

We will point out, lastly, two important omissions, 
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Dr. Hopkinson says, at the commencement of his 
report :—* On the llth of March, the whole of the 
electric force developed by the alternating current 
Siemens machine was determined by the aid of six 
readings. . . . &c.” 

What does he understand by “the whole of the 
electric force of the machine?” Is it the electric 
work at the terminals, or the total electric work in- 
cluding the energy measured at the terminals, aug- 
mented by the caloric energy absorbed by the machine 
itself ? | | 

Second omission : The resistance of the wires of the 
primary bobbins receiving the high tension current 


should not be ignored, for the primary circuit neces- 


sarily consists of a wire of great length. To find the 
true coefficient of transformation, that is to say, a 


- number independent of the conductivity, more or less 
great, of the wires of the transformer, Dr. Hopkinson © 


should have taken into account the resistance proper of 
the circuit of the primary bobbins as well as that of 
the line itself, and he would have then, in all proba- 
bility, found a rendering very near unity and—who 
knows ?—perhaps a little higher than unity. 
Lastly—and this is not the point least worthy of 
remark in the report—after having found this astonish- 
ing rendering of 90 per cent., Dr. Hopkinson does not — 
express the least surprise ; it seems that he is quite 


‘used to figures of this kind. 


In summing up, we think that Dr. Hopkinson owes 
to himself and to the discriminating public the most 
complete development of the smallest details of the 
experiments which have led him to the resuits which 


_ we have just made known, We await the publication 


of these details to appreciate at its true value the 
process of transformation of currents based upon the 


.employment of the induction coil.” 


RESEARCHES OF M. MARCEL DEPREZ. 
Summary of Experiments. 


By FRANK GERALDY. : 
Translated from La Lumiére Electrique. 


To the theoretical explanation which has just been put forward, 
it is necessary, in order to give the reader a complete idea of the 
researches of M. Marcel Deprez, to append a rapid sketch of his 
experimental studies—the trials which have been successively 
made, and which have taken up the years 188], 1882, and 1883. 
The starting point of these labours may be, perhaps, referred to 
the Electric Exhibition of 1881. Doubtless M. Marcel Deprez had 
experimented before this date, but it was in his laboratory, on a 
limited scale. Several persons have, indeed, had the opportunity 


of seeing an instance of 


distribution effected in his 
laboratory, but it was at 
the Palace of Industry 
that he displayed his re- 
sults for the first time to 


The installation which eae 
he erected there was an > = | 
instance of the electric NS 
transfer and distribution 
of energy. Asregardsthe | 
transfer, it does not differ 
widely from what had been | 
effected by others. The 


Wii, 


was about 1,800 metres; 
very well at that date, ete 
but not exceptional. The À à 
power collected was not 
measured, but about four = 
horse-power was expended. 
It may be said, further, 
that at that date there was 
no great interest felt in 


— 


= 


the power and the result, 
an affair which shortl 
afterwards became of suc 
importance. To succeed in 
transferring power under 
any conditions seemed 
then an interesting result. | 
From this point of view , | 

the installation of M. Marcel Deprez seemed about as good as any 
other. The feature in which it was unrivalled and altogether excep- 
tional was, that not content with merely transmitting power, it 
distributed such power among numerous distinct machines, each 
acting independently of the others ; in a word, it worked with dis- 
tribution. This was the first realisation of the principles which 


have been already expounded. We reproduce here, fig. 1, the two 


dynamo machines which produced the current. The double cable 
conveying the current went entirely round the Palace of Industry, 
with derivations both on the ground floor and on the first storey, 
to 27 distinct apparatus, some detached, and others arranged as 
in a workshop, and comprising sewing machines, foldin 
machines, machines for ribbon sawing, for wire weaving, arc an 
incandescence lamps, and, lastly, a printing press. Each ap- 
paratus had its small electro-motor, most of them a magneto- 
electric motor on the Marcel Deprez system ; some, among others 
the press, had small Siemens dynamo machines. 

This was certainly a mere experiment, but on a large scale, 
approaching to practical dimensions. At any rate it was very 
novel, and, as was generally remarked, it was at least a brilliant 
departure which promised well for the future. 


THE ELECTRIC TRANSFER OF ENERGY. : 


= 


In the International Congress of Electricians, in 1881, M. 
Deprez had explained his ideas and the general theory of the 
transfer of power such as he had conceived it; this theory, we 
may remember, has encountered much contradiction. The appli- 
cation, as it was said, was limited both as to the distance and the 
quantity of power. It was necessary to go further—to confirm 
the theory by precise experiments, and to carry out its applica- 
tion on a scale of industrial utility. _ | 

It is true that the author was not obliged to himself undertake 
these tasks. Many men of science, having announced an idea, 
stop, and do not consider themselves called upon to carry it per- 
sonally into practice. This is doubtless allowable, and they have, 


after all, fulfilled their duties as savants and theorists. But if 


we cannot blame them, we should praise those who do not recoil 
from the arduous task of giving a material form to their ideas— 
an arduous task which demands, besides the attributes of tue 
savant, others lower perhaps, but not less rare, among which 
must rank first and fore- 
most, a persistence which 
nothing can weary. 

The first step on a 
ing upon this experimenta 
anon was to verify, funda- 
mentally and completely, 
the various bases upon 
which rests the theory 
proclaimed at the Con- 
gress, explained, after- 
wards, before the Aca- 
demy, and produced before 
the public in La Lumière 
Electrique. 

The details already given 

- embody the most striking 
results of these experi- 
ments. As may be sup- 
posed, these are merely 
instances selected from a 
great many others. Espe- 
cially as regards the cha- 
racteristic curves, it was 
established by means of 
machines as numerous and 
as different as possible. 
Thus a very complete 
knowledge of the various 
types was acquired; the 
instruction collected was 
very precious for future 
improvements, and for 
preparing designs of ma- 

chines which may be constructed hereafter. 

- In the meantime, everything was being prepared for experi- 

ments on transmission to a great distance. It will be remembered 
that one of the first theoretic researches of M. Deprez (La 

Lumière Electrique, Aug. 24th, 1881) consisted in showing that 

with existing types of machines we might, by the aid of a trans- 

formation mathematically calculable, succeed in effecting a 

transfer to a great distance. The calculations were based on 
experiments made by English Engineers at Chatham with electric 
light machines. The data furnished by these experiments were 
very vague, as they had not been undertaken for the object aimed 
at by M. Deprez. The first experiments, however, carried out in 
the laboratory permitted them to be completed, and a transforma- 
tion could be undertaken conformably to theory, and which must 
effect the purpose aimed at. : | 

The utility of this experiment may be conceived. Of course, 
it cannot completely answer the conditions to be fulfilled, and can 
yield the result only with difficulties, in a troublesome manner, 
and liable to accidents. In order to succeed fully it was neces- 
sary to construct new machines. This fact was not overlooked, 
but this construction presupposed long studies. It was necessary 
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to examine separately the influence of each part. Then, when the 
type was determined, time was still needful to effect any required 
correction. The use of these machines allowed of rapid experi- 
ments at a moderate cost, and had the immense advantage of - 
placing the principle beyond doubt, of replying to objections, and 
of securing the future by establishing a firm point of departure. 
The machines selected for conversion were two Gramme 


machines of the workshop model. 
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They were fitted with new 


er wire, were modified in several of their parts, and 


Were finally used in the experiments. On February 13th, 1882, 


M. Marcel 
had succeed 


artificial -resistan 
kilometres of tele 


mately at 25 per 


cent, 


Deprez was able to announce to the Academy that he 
in transmitting 27 kilogrammetres against an 
ce of 786 ohms, representing a length of 78:6 
graph wire. The return was estimated approxi- 
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It must not be believed that the affair proceeded with the eon- 
venient rapidity which this brief account might lead the reader 
to suppose. Many obstacles were encountered, but not those 
which had been announced. We are not speaking here of 
M. Deprez and his friends, who knew approximately what might 
be expected. But, in the electrical world, it was said on all sides 
that this would never work. Each one had his reason. At the 
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Fig. 3.—GENERAL VIEW OF THE DEPREZ ARRANGEMENT, Paris ExHIBITION, 1881. 
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first trial the machines, it was said, were to melt, burn, and be 
destroyed by the heat. Not only did nothing of the kind occur, 
but no machines had ever been so cool. The most ordinary light 
machines heated incomparably more than these, The real 
difficulties encountered lay, as was known to those who had 
studied the question, in the novel use of high tensions. It was 
necessary to employ great care in insulation; to arrange commu- 
tators of new forms to prevent the origination of voltaic arcs, very 


| 
TIM 
| 
| 
| 
À 4 NWN 
| | | —- | 
|| | | | | 
L à | 


310 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


—+— - 


| 


Li 
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Fic. 5.—PRINTING Press FORMING A PoRTION oF MARCEL DEpPREz’s SYSTEM. 
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difficult to extinguish at the moment of interrupting the current. 
It was even needful to employ especial methods for effecting the 
interruption, as any sudden break was seriously injurious. 
Thus, as we advanced, difficulties presented themselves, inherent 
in the use of electricity in this novel form, and successively they 
were overcome. 

It was about the beginning of 1882 when the Technical Com- 
mission charged with organising the Electric Exhibition at 
Munich, placed itself in communication with M. Deprez. The 
question of transmission had been already raised at the Paris Exhi- 
bition, and it was decided to render it one of the main features of 
the Munich Exhibition. But, as may be understood, it was 
desired to present the transmission under novel forms and to show 
results which had hitherto not been seen. The Commission 
addressed itself to various German firms, asking their assistance. 
Messrs. Siemens & Halske declined the proposal, doubtless being 
able to do merely what they had done previously and not wishing 
to repeat themselves. Messrs. Schuckert accepted, and effected a 
transfer to the distance of five kilometres. The motor machine 
was impelled by a fall of water on the river Isar, at Hirschau. 
The conducting wire was of copper, and presented a total 
resistance of 12°61 ohms. 

It is necessary to insist 
upon this point. We 
must carefully note that 
in transfers the distance 
does not act strictly by its 
length but by the resis- 
tance of the conducting 
wire necessary to connect 
electrically the two ma- 
chines. Doubtless, we may 
diminish this resistance by 
selecting a good conduct- 
ing metal and increasing 
the diameter of the wire. 
But this can only be done 
by increasing the expense. 
Now, we must remember 
that the transmission of 
power is not merely a 
scientific question, but 
should admit of an indus- 
trial application. Hence, 
economic considerations 
play an important, and 
even a preponderating | 
part. If the transfer is to 
have any interest, the dis- ap ee 
tance must be considerable 
and it must be traversed 
by means of a cheap con- 
ductor, that is, a wire re- 
latively slender and there- 
fore having a considerable 
resistance. As will be seen 
directly, the experiment 
of Messrs. Schuckert re- 
sponded very imperfectly ' 
to these conditions, the. 
distance being small and 
the conductor very thick. 
Hence this transfer did 


tit 


former experiments, and SS 
especially from what had =. | Hy: 
= done at the Palace of ASK i 
ndustry in 1881. For = —— = 
the rest, no measurements 
were made with this trans- 

fer, which is the more 
singular as the Munich 
Exhibition was got up for 
the very purpose of se- 
curing precise data, and 
the apparatus were gene- 
rally submitted to a thorough examination. 

We will say nothing of an alleged transfer effected at Munich 
by the Edison Company, the generating and the recipient 
mnt being placed only at a distance from each other of 10 
metres ! | 

On the contrary, it is necessary before coming to the principal 
experiment, to say a word on a transfer of a peculiar kind 
exhibited by M. Deprez. As regards the distance of the transfer, 
properly speaking, it offers no novelty. But it displays an 
interesting manner of utilising electric action for the production 
of mechanical work. In the course of the experiments, solenoids 
have been studied, and it has been found that the attractions 

eveloped in these apparatus are very energetic. But in their 
ordinary arrangement they cannot give great displacements, nor, 
Consequently, much work. By an ingenious arrangement, M. 
Deprez constructed a solenoid of a series of small, very flat 
Each of them is connected to the 
Preceding one so as to form a continuous whole. But at the 
Junction of two sections there is a stop of copper and these 
mare ouether form a collector, like those of the Pacinotti-Gramme 
es. 


Two rubbers convey the current, comprising between them a 
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ht 
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Fia. G.—INSTALLATION AT M1EsBACH. 


certain number of contacts, for instance, 10. There is, then, in 
the column forming the solenoid an acting portion traversed by 
the current, formed of 10 sections. By causing the brushes to 
travel along the commutators we cause at the same time the 
active portion to move along the solenoid and the iron core will 
follow it. We may thus raise it rapidly, cause it to descend in 
the same manner and make it act like a steam hammer. The 
power produced has been brought up to 180 kilos; at Munich it 
was 70 kilos. Fig. 15* of the foregoing article represents this 
apparatus. | | 

We now come to the most important experiment. 

M. Deprez having announced that he purposed working to great 
distances, the Commission immediately proposed to him to go to 
50 kilometres, and offered him as conductor, an ordinary telegraph 
line. Here were certainly conditions quite exceptional, nothing 
of a similar kind having yet been attempted. As to the 
resistance to be overcome, M. Deprez was prepared; we have 
described one of his experiments in which he traversed in his 
laboratory resistances greater than the 500 ohms of a line of 50 
kilometres. But there remained a doubtful point—to know how 
a telegraph line would behave, if its insulation was sufficient, if 
atmospheric disturbances had any influence. Experience alone 

could answer. To accept 
the investigation thus 
publicly, at so great a 
distance and under such 
conditions, was certainly 
bold. M. Deprez was bold 
enough, and he was justi- 
fied by success. : 

It must be added that 
at this time he had no 
dynamos furnishing high 
tensions save the two 
transformed Gramme ma- 

‘i chines which ‘have been 
previously. mentioned. 
at These apparatus were ori- 


| 
iT  ginally imperfect, and 

My | “il were already a little in- 
jured by the experiments 
for which they had served. 
These he sent on to Mu- 
nich. The first. project 
was to effect the trans- 
mission between Augsburg 
and Munich, but a Bava- 
rian manufacturer, M. 
Fohr, who had works at 
Miesbach, a small town at 
LE the. distance of 57 kilo- 
metres from Munich, 
urged that the generating 
machine should be placed 
there, and undertook to 
supply the necessary 
power. The distance was 
about the same. 

As a conductor, the ex- 
isting telegraph line was 
employed without altera- 
tions. It was at first in- 
tended to effect the return 
by the earth, but on further 
reflection this idea was 
abandoned and a second 
telegraphic wire com- 

| | 4 . pleted the circuit. This 
arrangement certainly 
| doubled the resistance of 
———— the line and, consequently, 
the difficulty of transport, 
SSSR" but it was thought neces- 

sary to avoid danger. The 

effect of high electric ten- 

sions was then excessively 
dreaded ; and if the earth was used for a return, the body of any 
person touching any point of the line would form at once a 
derived circuit. 

It was subsequently found that high tensions were less 
formidable than had been supposed. Still, it is certainly impru- 
dent to play with them, and a return wire seems a necessary 
precaution. It seemed still more important at the time in 
question. Thus arranged, the line offered a total resistance of 
950 ohms according to the measurement of the Commission. 

It must be said that, whilst inviting M. Deprez to carry out his 
experiment, it does not appear that the Munich Commission had 
much confidence in his success. Thus, on the day when M. 
Sarcia, the engineer employed by M. Deprez, announced that he 
would make his trial, many members of the Commission were 
present, and when, on the signal being given, the obedient 
machines began to move, there was a burst of applause. The 
machine at Munich was employed to work a rotatory pump, feed- 
ing an ornamental cascade. 

The success was clearly and fully proved, but, as might have 
been expected, a number of small accidents interfered to limit its 
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* See ELecrricaL Review for last week. 
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duration. On this subject it is best to quote the certificate given 
by the Commission :— 

‘“ The dynamo machines were set in motion for the first time on 
Sept. 25th, at 7 p.m., and, according to the data of M. Datterer, 
the engineer appointed by the committee, the receiver placed at 
Munich revolved at the speed of 1,500 turns per minute, the 
prake, serving to measure the work, being loaded with 1:5 kilog. 

«“ A series of accidents, due to the fact that the machines were 

constructed for laboratory experiments and not for practical 
work, arrested, after eight days, the progress which up to that 
time had been completely satisfactory. The circles surrounding 
the ring of one of them broke, consequently the wires of the 
ring of 0‘4 mm. in diameter were damaged, and had to be in- 
sulated afresh. In the remote town of Miesbach these repairs 
were effected with great difficulty, and required, on the part of 
the assistants of M. Marcel Deprez, much patience and perse- 
verance. 
“On Oct. 9th and 10th, when the Commission of Investigation 
commenced. its measurements, the greatest speed attained at 
Miesbach with the repaired machine was 1,600 revolutions per 
minute ; the results were consequently much less favourable than 
they had been with the normal velocity of 2,000 revolutions per 
minute obtained at first. 

“ During a few moments only it was found possible to reach, 
during the measurements, the speed of 2,000 revolutions per 
minute, and quite at the beginning of the experiments one of the 
brushes of the machine became detached, which produced an 
extra current and destroyed the machine.” 

It will be seen from these extracts that the results were ob- 
tained under disadvantageous conditions. 3 

They are not, moreover, perfectly exact, especially from the 
transmission dynamometer at Miesbach having been made for 15 
horse-power, was ill adapted for the measurement of small forces. 

The results were the following: work received 0°25 horse-power, 
electric return 38°9 per cent. The mechanical return was not 
measured, but it is estimated at about 30 per cent. 

All this, doubtless, was but a beginning; but it differed so 
widely from the attempts previously made, that a great outcry 
was raised. There was a brisk, indeed a violent, discussion on the 
results, the procedures, and everything which seemed open to 
attack. However, as was said by M. Cornu in a report to the 
Institute, to which we shall have to return below :—‘ The very 
violence of the polemic which has arisen on this question suffices 
alone to show that the author, if he has not solved the problem, 
has at least approached it very closely.” 

It was impossible to stop on so open a road. Along with these 
public trials, laboratory experiments were also advancing, and M. 
Deprez succeeded in deciding on the construction of his permanent 
machines. 

On account of particular circumstances, and of a special appli- 
cation which was projected at this time, it was not proposed to 
adapt the first machine to a distant transmission, but it was 
thought desirable to receive a quantity of work of practical im- 
portance. 

A beginning was made with a single apparatus; prudence de- 
manding that in novel regions we should advance only step by 
step. The machine was completed about the end of January, 
1883; it was tried, at first,in the laboratory, and appeared to 
answer all expectations, but it was necessary to try it in a more 
practical manner, and on a real line. 

A telegraphic line is not an easy thing to find. It is true one 
was urgently offered, but it was in Bavaria. As a sequel to the 
success of the first former experiment, the administration of 
Munich had urged upon M. Deprez to repeat it with the machines 
which he subsequently constructed. He might have accepted 
this offer, but it-implied going to a distance, leaving France, and 
carrying his performances abroad. This did not please the in- 
ventor. Among the French telegraphic lines there are some 
which the Administration often devotes to experiments. But 
these are more especially reserved for telegraphy. Besides, it 
must be said that the Administration had an exaggerated fear of 
high tensions, and was reluctant to see them upon its lines. M. 
Deprez addressed himself, therefore, to the Companie du Nord. 
The engineer of the telegraphic service, M. E. Sartiaux, with 
great kindness, found a line which it was possible to withdraw 
from the general service for a few days. The engineers of the 
depots, MM. Delebecque and Sauvage, found in their work rooms 
a corner and driving gear; the working service and its engineer, 
M. J. Sartiaux, took the experiment under their charge, and 
occupied themselves with the details. In a word, the company 
showed a good will, for which M. Deprez is exceedingly grateful. 


(To be continued.) 


Disastrous Fire from an Electric Spark.—A telegram 
to the Times from Philadelphia, on April 4th, states that 
the steamer Rebecca Everingham caught fire on the 
Chattahoochie River, some 40 miles below Columbus, 
Georgia, about daylight on the previous morning, her 
cargo of cotton having been ignited by an electric-light 
spark. She was run ashore within a few minutes. 
The passengers had been roused, but some of them had 
to escape in their night-clothes. Of 30 persons, about 
14 were killed and several others injured. The boat 
and cargo were a total loss. 


NOTES. 


Electric Lighting —We have received the following 
information respecting the “ Pilsen” dynamo, which 
we presume is only another name for Schuckert :— 
“The Pilsen-Joel and General Electric Light Com- 
pany, which has so largely introduced the now famous 
‘Pilsen’ dynamo-electric machine into this country, 
which, by the way, has the advantage of being 
capable of maintaining a large number of lamps on a 
single circuit of wire, has now, in response to the 


_steadily-increasing demand for incandescent lighting, 


produced another type of the machine, especially 
adapted to this purpose. The company’s new machines 
have several novel features, both in the arrangement of 
iron in the armature core, and in the method of wind- 
ing adopted to secure currents of great quantity for 
subdivision ; they prove conclusively that if properly 
arranged, this type of machine becomes as prolific a 
generator of quantity current for incandescent work, as 
of high tension current for arc lighting. These types 
of machines, though giving widely different volumes 
of current, are almost identical in appearance. The 
machines are all made under the superintendence of 
the company’s electrical staff at the factories, Malden | 
Crescent, Kentish Town; the company’s latest con- 
tracts being the lighting of the Armoury of the Tower 
of London, of the Bethnal Green Museum, for the 
Science and Art department, and the new Tilbury 
Docks for the contractors.” We also understand that 


‘the company is now busily engaged in fitting up the 


electric light on board a new steam ship. 


The Portsmouth Times of April 5th, states that the 
electric light was fitted on board the royal yacht — 
Osborne, on Thursday evening last week, by Mr. W. 
Lane, the dockyard electrician, in a very short space of 


_ time, to enable Mr. West, of Gosport, to photograph 


the apartment containing the remains of H.R.H. the 
Duke of Albany. Sixteen 50 candle-power incan- — 
descent lamps were fitted, giving a brilliant illumi- 
nation ; the current was produced on board H.M.S. 
Malubar and conducted by wire to the Osborne. 


We understand that Mr. Henry F. Joel, C.E., late of 
the Pilsen-Joel and General Electric Light Company, 
has been appointed by the Electric Lighting Com- 
mittee of the Leeds Corporation to superintend the 
installation about to be made in the new municipal 
Buildings. We doubt not but that the lighting will be 
an entire success in the hands of an engineer of. Mr. 
Joel’s experience. 


In our last week’s issue we mentioned a machine at 
the Building Trades Exhibition driven from one of 
Hindley’s engines. This was a “Gramme,” compound- 
wound, and self-regulating, and it supplied lamps to 
five exhibitors besides Hindley’s stall, and it was put 
up and run during the exhibition by Messrs. Laing, 
Wharton & Down. 


Among various temporary installations carried out 
by Messrs. Laing, Wharton & Down, the lighting of 
H.M.S. Rainbow is specially deserving of notice. The 
ship has been fitted up for the occasion of amateur 
theatrical performances extending over several even- 
ings, quite like a model theatre, and all the parts have 
been taken by members of the Naval Volunteers, 
the burlesque and music being written and adapted 
especially by one of the members. The ship was 
lighted throughout by 10 C.P. Swan lamps (rather 
over 40 being installed), these being distributed 
in the auditorium, footlights, floats, flies, gangway, 
canteen, &c., and all controlled from a switch board 
by the side of the stage. The auditorium lamps 
were all hung from ornamental flexible cords, and with 
silver-plated holders and various coloured Venetian 
shades ; and as all the lamps were worked far above 
their normal candle-power, the effect was magnificent ; 
the light being more than ample. On the stage the 
fittings were quite plain, and the light was very power- 
ful. The current was derived from 15 double cells of 
the Holmes battery, 
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It is no doubt encouraging to those who are pecuni- 
arily interested in the progress of the electric light that 
the first time an Established Church of England has 
been lighted throughout by electricity, the experiment 
has turned out a complete success. St. Matthew’s 
Church, Brixton, is lighted by four are lamps of 
2,000-candle power, and sixty incandescent lamps of 
16 to 20-candle power. One of the arc lamps is placed 
in the ceiling right over the pulpit and reading 
desk; the other three are distributed along the 

_ ceiling. The incandescent lamps are distributed under 
the gallery. All the lamps are so arranged that no 
wires can be seen in any part of the church. To 
use arc and incandescent lamps in one building may 
be thought a departure from the general rule of indoor 
electric lighting, but the remarkable steadiness of 

: the Fyfe-Main arc lamps admits of great economy 
in supplying the necessary amount of light at the 

lowest possible cost. The order was given for a three 
months’ trial, and so satisfied are the committee and 


the Fyfe-Main Company to enter into a bond to 
continue the supply. The churehwardens have paid 
for the outlay connected with the fitting up of the in- 
stallation. The increased comfort through breathing 
' purer atmosphere in the church has, we understand, 
materially assisted towards an increased attendance. | 


mons, on Monday, Sir G. Campbell asked the President 
of the Board of Trade whether the Swan and Edison 
Electric Lighting Companies, which it was now pro- 
posed to amalgamate by a new Provisional Order and 
Act, had paid the sums which they were bound to pay 
within six months under the Acts of last year ; whether 
the other companies which obtained orders for areas 
in the metropolis had paid up, or, if not, whether the 
orders were forfeited ; and what was done about the 
insolvent Brush Company, which sought to be allowed 
to offer its orders for sale without having done any- 
thing whatever. Mr. Chamberlain: The Provisional 
Order to which the hon. member refers does not pro- 
pose to amalgamate the Edison and Swan Electric 
Lighting Companies. The amalgamation has already 
taken place, and the order proposes to transfer to the 
amalgamated company the orders granted last year to 
the two companies. These orders provide that, if the 
promoters fail to deposit certain sums of money to the 
satisfaction of the Board of Trade within six months 
(which period may be extended by the Board of Trade), 
the orders may be revoked. After communicating 
with the local authorities, the Board of Trade have 
approved an extension of time to the 15th of October 
next in the case of the orders of the two companies, 
except as regards the South Kensington order, where 
the local authority objected. As regards the orders of 
the Metropolitan Brush Company, the Board of Trade 
have refused to grant any extension of time. The only 
other orders affecting the metropolis are the Ham- 
stead order of the Hampstead Electric Light Company 
and the St. Giles’s order of the Pilsen-Joel Company. 
In the former case an extension of time has been ap- 


proved with the concurrence of the local authority. | 


The Board of Trade have taken no steps to revoke any 
of the orders. | 


Lighthouse Flumination.—The Morning Post states, 
as we announced last week, that the place selected for 
the experiments in connection with lighthouse illumi- 
nation is South Foreland, a most advantageous site for 
the purpose. Here three temporary wooden experi- 
mental towers have been erected in a straight line 
landward from the high lighthouse. The height of the 
towers is about 15 feet below that of the high light- 
house, which is 356 feet above the sea level. In the 
first of these temporary structures electric lights will 
be installed, in the second’ gas, and in the third oil 
lights. The electric lights will be produced by three 
of De Meriten’s magneto-electric machines and lamps, 
each machine arranged for working at one-fifth, two- 


churchwardens with the result that they have required 


Electric Lighting Orders.—In the House of Com- | 


fifths, three-fifths, and at full power. The estimated 
intensity of the light for each machine at those powers 
being 6,000, 12,000, 18,000, and 30,000 candles res- 
pectively. These machines, which can be worked 
singly or collectively, as occasion demands, will be 
driven by the steam engines at present employed in 
producing the permanent electric lights at the South 
Foreland lighthouse... 


The Telephone in Russia,—A telegram from Moscow 
announces that “MM. Slotposky and Cap-Herr, the 
inventors of the new telephone system for transmitting 
communications to great distances, have terminated 
their experiments on the Moscow-Brest line. Tele- 
phonic communications have taken place with Mojaisk, 
Hjattsk, Viagina, Yarkevo, and Smolensk. The experi- 
ments proved most successful. Moscow and St. 
Petersburg will now be placed in communication.” 


Telephone Dispute.—On Thursday, the third inst., at 
the Shoreditch County Court, before Mr. Prentice, the 
United Telephone Company sued Messrs. Hovenden, 


. wholesale perfumers, of Berners Street, Oxford Street, 


and of City Road, for £40, the charge in advance for 
two telephonic points. Mr. A. Cock and Mr. Lee 
‘Roberts, barristers, appeared for the plaintiff company 
and the defendants respectively. The case submitted 
was that the plaintiff company had fitted up two tele- 
phones for the defendants, who had signed the usual 
stamped agreement to pay £40 in advance for 12 
months’ rent for the two connections. The answer of 
the defendants was that they asked to have a “ private 
wire ” connecting their Berners Street and City Road 
establishments, but were advised that the cost of this— 
£35 a-year—would not be so good an expenditure as 
£40 for two connexions with the Exchange centres, 
whereby the plaintiffs would have all the advantages 
of a private wire and connexion with the subscribers. 
The telephones were fixed, and the plaintiffs found 
that they had not got what they wanted, for they were 
“switched off” before they could complete their com- 
munications ; hence they refused to pay. A verdict 
was given for the plaintiffs, but the judge said that the 
defendants had cause for action if they had not got 


. what they had bargained for. 


Telephone Injunction.,—In the Chancery Division of 
the High Court of Justice, before Mr. Justice Chitty, on 
Thursday last week, the United Telephone Company 
brought an action to restrain Mr. Norton by injunction 
from infringing certain patents relative to telephones 
which were the property of the plaintiff company. 
The defendant had submitted to a perpetual injunc- 
tion. His lordship made the order asked. 


Telephone Companies and the Public.—In the City of 
London Court, on Monday, before Mr. Harrison, deputy 
judge, an action was brought by Messrs. Sercombe & 
Son, wine merchants, 71, Fleet Street, to recover from 
the London and Globe Telephone and Maintenance 
Company, compensation for damages by trespass on 
the roof of their business premises. Mr. M‘Intyre 
was counsel for the plaintiffs, and stated that the 
case was one of considerable public importance. 
The defendant company had asked leave to put 
up wires on the roof in question, and permission 
was refused on public and other grounds ; but, not- 
withstanding this, certain wires were fixed on poles, 
in the doing of which the roof was damaged. In 
fact, the company’s men were at work at intervals 
for eight or nine months, creating no small annoyance. 
His Honour—Why did your clients not take the com- 
pany before the magistrate? Mr. M‘Intyre: I don’t. 
know; but they now seek redress here, the roof having 
been nearly destroyed. Several witnesses were ex- 
amined to prove the damage, and correspondence was 
put inshowing that the company denied liability. His 
Honour, however, found for the plaintiffs, with costs. 


Submarine Telegraph Cables.—A despatch from Lord 
Lyons, forwarding the convention for the protection of 
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submarine telegraph cables, signed at Paris on March 
14th, has been printed and issued as a Parliamentary 
aper. The convention is signed by representatives on 
behalf of Great Britain, Germany, the Argentine Con- 
federation, Austria, Belgium, Brazil, the Republic of 
Costa Rica, Denmark, the Dominican Republic, Spain, 
the United States of America, the United States of 
Columbia, the French Republic, the Republic of 
Guatemala, Greece, Italy, Turkey, Holland, Persia, 
Portugal, Roumania, Russia, the Republic of Salvador, 
Servia, Sweden and Norway, and the Republic o 
Uruguay. 7 | 


Telegraphy in America.—The New York Economist 
states that the Postal Telegraph Company in America 
has submitted a proposition to the Senate Committee 
on Post Offices and Post Roads to undertake the trans- 
mission of telegraphic despatches, on behalf of the 
Post-Office Department, between certain designated 
points at fixed rates, and to extend their service, if a 
contract is made, so that within five years all the 
country east of the Mississippi and Missouri rivers, and 
south of the Omaha and Minneapolis shall be brought 


into communication, and within seven years to cover 


the entire Union. 


American Telegraph Companies.—We learn from 
the New York Herald that, in the United States Cir- 
cuit Court, on the 28th ult., Judge Wallace gave a 
decision in the suit of the Western Union Telegraph 
Company against the National Telegraph Company, 
the Baltimore and Ohio Telegraph Company, and the 
New York, West Shore and Buffalo Railroad Company. 
The complainant movéd for a preliminary injunction 
to restrain the defendant companies from erecting and 
operating the telegraph line upon the land of the de- 
fendant’s railroad, and from permitting any one of the 
defendants from using its right of way for such pur- 
pose. If this were done, the complainant alleged it 
would violate an agreement entered into by the com- 
plainant with the Jersey City and Albany Railway 


Company in 1880, which, it was contended, had been 


assumed by the West Shore Road. The complainant 
had already constructed a telegraph line. 26 miles in 
length along the right of way of the railroad company. 
Judge Wallace denied the motion for the injunction, 
but said, “It is reasonable that the complainant be 
protected during the pendency of the present suit as 
regards the telegraph line already constructed,” and 
granted the injunction as far as that was concerned. 
In the same issue of the Herald, the Baltimore and 
Ohio Telegraph Company announces that, in view of 
the refusal of the injunction, it will immediately begin 
to string 12 wires on the West Shore route to Chicago, 
and will have them open for business within 30 days. 


The American Rapid and the Bankers and Mer- 
chants Telegraph Companies of Philadelphia, having 
consolidated in violation of the law, the City has com- 


menced proceedings for the forfeiture of their poles 
and wires. | 


Sixpenny Telegrams.—In the House of Commons, on 
Thursday last week, Mr, Fawcett, replying to Mr. 
Puleston, said the time for the reduction of rates for 
inland telegrams would be announced by the Chan- 
cellor of the Exchequer in his Budget speech. 


The London correspondent of the Liverpool Mercury 
says :—‘ There is to be no sixpenny telegram this year, 
after all. The Treasury stands in the way. Mr. 
Fawcett, with something of a failure on his hands in 
the shape of the Parcels Post, and much to do to make 


_ it a success, has not the requisite authority for carry- 


ing this reform at once, and Mr. Childers has been able 
to relieve his Budget of provision for the measure. In 
consequence of this determination, it is probable that 
the question will again be raised in Parliament this 
year, and the House of Commons is very likely indeed 
to decide again, as it did in a previous session, in 


favour of the change, which has been too long post- 
poned.” | 


_ signed by certain residents of Kemp Town, asserting 


Alderman Hallett declared that the great majority of 


Parade and Kemp Town, Mr. Volk is being branded in 


Technical Education.—The Prince of Wales has 
formally urged upon the Corporation and the Livery 
Companies to lend still further aid to the City and 
Guilds of London Technical Institute, which is greatly 
in need of funds; and the Corporation purposes to vote 
a further. sum of £1000 provided the Livery Com- 
panies subscribe the rest of the £20,000 needed by the 
institute. 


The Brighton Electric Railway.—Mr. Magnus Volk’s 
electric railway at Brighton appears to be the subject 
of much heated discussion and contention at the meet- 
ings of the Town Council. That body met last week, 
and, in the course of their deliberations, a report of 
the Works Committee came before them dealing with 
Mr. Volk’s electric railway and lift. The committee 
stated that at their meeting memorials were submitted 


that the proposed railway would be a source of great 
danger to those inhabitants and visitors who were con-. 
stantly riding or driving along the Madeira Road, and 
requesting that steps be taken to stop the laying down 
of the line. The committee had resolved that the 
memorialists be informed that the Town Council had 
reserved power to control the traffic arrangements of 
the railway, and to terminate the agreement with Mr. 
Volk at short notice if either the railway or lift 
were proved to bea nuisance. Mr. Saunders, chairman — 
of the committee, in supporting its action, said it would 
be premature to say that either was a nuisance until it 
had been given a trial. A warm discussion then ensued. 
Mr. Carpenter characterised the concession as outrageous, 
and said the east part of Brighton would be depreciated 
by an obstruction which was not for town purposes. 
Public rights had been conceded to the promoters of a 
speculation for private profit. Mr. Booth disputed the 
assertions of Mr. Carpenter, and said he believed the 
electric railway would be the means of developing the 
popularity of the east end of Brighton. Mr. Sendall 
said Mr. Volk had been induced to expend his capital 
upon an electric railway, unique of its kind in Eng- 
land, and now the council were asked to dash all his 
expectations to the ground without a trial. After some 
further desultory conversation as to the nature of the 
agreement between Mr. Volk and the Corporation, 


the residents of Kemp Town were in favour of the 
railway. Eventually the committee’s proceedings were 
approved. The writer of “ Wayside Notes” in the 
Brighton Times remarks :—“ Mr. Magnus Volk, the 
local electrical engineer, who has been the means of 
introducing several useful electric appliances into 
Brighton, is now realising what other enterprising men 
have previously ascertained, viz., that there is unfortu- 
nately a class of people in Brighton who persistently . 
thwart improvements and attractions. . For con- 
ferring this distinct boon on the residents of the Marine 


memorials as a speculator who wants to ruin the 
Madeira Road. It really is too bad to thwart local 
enterprise by such squeamish nonsense.” 


Swan versus Edison.—The Berlin Patent Office | 
(says a French contemporary) has just rendered 
a judgment, the importance of which is increased 
by the fact that a similar action is about to take 
place in France very shortly. This is the case of 
Swan versus Edison, in which the Swan company 
demanded that the claims of the Edison patent should 
be declared void. These claims refer to three distinct 
arrangements. The first is “an electric lamp consist- 
ing principally of carbon filaments of high resistance.” 
The second refers to the manufacture of these carbon 
filaments. Lastly, the third treats of the mode of pro- 
ducing these carbons, and introducing them into a 
globe, in the interior of which a vacuum has been pro- 
duced. The Swan company supported its claim upon 
four old publications relating to the electric light, of 
which one was dated 1845, and it contended that the 
Edison lamp was known before the taking out of 
Kdison’s patent, since they had previously produced an 
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incandescent electric light by means of carbon rods. 
According to the description given by Edison’s repre- 
sentative, the essential part of the invention consists in 
the production of a carbon in the form of a very thin 
flexible filament of any length, as well as in the manu- 
facture of the lamp in which the said carbon or fila- 
ment is employed asthe source of light. The tenuity 

of the carbon material gives thus to the lamp special 
qualities ; and, in order to realise this, the latter should 
be manufactured in such a way that it could not be 
eonfounded with any of the lamps previously tried. 
The plaintiff was unable to prove that a carbon filament 
had been used anterior to Edison’s patent in an incandes- 
cence electric lamp; it was only in the form of rods or 
pencils that carbon had been employed, and then only 
once sucessfully. Before rising, the Court interpreted 
first the claims of the patent, and then affirmed that 
neither the object of the patent, as a whole, nor any of 
the three claims patented were known anteriorly. 
Consequently the application of the Swan company 
was rejected, the company paying costs. 


Calcutta Exhibition Awards,—The second list issued 
shows the award of gold medals to the Consolidated 
Telephone Company and Winter, Winter & Co., each 
for electrical communication between trains; a silver 
medal to Ryland Brothers for iron telegraph wire ; 
anda bronze medal to Doulton & Co. for telegraph 


pipes. 


Lecture,—At the Whitfield Tabernacle, Tottenham 
Court Road, on Wednesday evening, April 2nd, Sir 
John Bennett gave an address on “ Electric Exhibi- 
tions at Home and Abroad.” In speaking of the tele- 
phonic exhibits at the Paris Electrical Exhibition, Sir 
John appears to be at his best, for he says :—‘‘ There 
was a large gallery for the reception of telephonic 
messages. When he entered there was a performance 


going on at the Opera, and by turning on the wires one | 


could hear the singers, the orchestra, and even the 
shuffle of the feet of the ballet-girls, and if the ballet- 
girls said anything not quite proper they had to shut 
their ears.” | 


Improvement in Conductors for Lightning Rods.— 


We observe in Comptes Rendus the following note. 


by M, Callaud :— Conducting cables, as they have 
hitherto been made for the War Administration, are 
buried in trenches dug in the earth; they are sur- 
rounded with coke. Moisture is allowed to penetrate 
this, in order that it may increase the conductivity of 
the conductor. This arrangement, which is very good 
when the cable is intact, may be defective if oxidation 
attacks the copper of the conductor. I have attempted 
to remedy this inconvenience by the following arrange- 


ment : I surround each wire of the cable with hemp. 


impregnated with white lead or minium. I cable 
them in this state in strands of five wires, placing in 
the centre an unprotected core of copper (this does not 
require protection since it is surrounded by wires 
screened from dampness). When the conductor is 
cabled I apply a strip of linen, impregnated with white 
lead or minium, which covers the whole and forms 
a perfect preservative.” 


Telegraphic Charges in Victoria.—The Colonies and 
India states that Mr. W. Madden, M.L.A., recently intro- 
duced to Mr. Berry, Postmaster-General, a deputation 
from the residents of Nhilland North Lillimur toask that 
the charge for telegrams from the latter place to Border 
Town, in South Australia, might be reduced from 2s. 
to ls. per dozen words. Mr. Madden stated that the 
deputation desired Mr. Berry to make similar arrange- 
ments with the South Australian Government to those 
which existed between New South Wales and Vic- 
toria, whereby telegrams between Wodonga and 
Albury were charged at the rate of 1s. per dozen words 
only. Mr. Berry pointed out that the circumstances 
were altogether different. Albury was only three 
Miles from Wodonga, whilst North Lillimur was fully 
14 miles from Border Town. He promised, however, 
to communicate with the South Australian Govern- 


ment on the question. As an item of interest to old 
colonists in England, the same journal announces that 
the Roebourne telegraph line, Queensland, has been 
completed as far as First Station, Flint Cliff. 


OFFICIAL RETURNS OF ELECTRIC 
COMPANIES. 
Swansea Telephonic Exchange Company, Limited.— 
The annual return of this company, made up to the 
28th ult., was filed on the 5th inst. The nominal 


capital is £5,000 in £10 shares. The whole of the 


shares have been issued, and a call of £9 per share has 
been made. Twenty-one shares are fully paid, and the 
calls paid upon 479 shares amount to £4,312, leaving 
£209 unpaid. The paid-up capital, as shown by this 
return, is £527 in excess of the amount recorded in the 
previous return. 

Electric Lighting Supply and Fitting Company, 
Limited.—At an extraordinary general meeting of the 
members of this company, held on the 5th ult., at 28, 
York Street, Westminster, the following special resolu- 
tion was passed :—‘‘ That the directors be authorised to 
borrow any sum or sums of money not exceeding 
£2,000 in all, on the best terms possible, the interest 
not to exceed 6 per cent. per annum.” The resolution 
was duly confirmed on the 19th ult., and registered 
on the 2nd inst. 


Metropolitan (Brush) Electric Light and Power 
Company, Limited.—An order of the High Court of 
Justice, Chancery Division, dated 7th ult., was filed 
with the documents of the company on ithe 4th inst., 
directing the continuation of the voluntary winding | 
up of the company under the supervision of the court. 
It is also ordered that the petitioners be allowed their 
costs out of the estate, such costs to be taxed by the 
Taxing Master. 

Railway Electrical Contractors, Limited.—The 
offices of this company are situate at 19, Great Win- 
chester Street, E.C. 


CITY NOTES, REPORTS, MEETINGS, &c. 


The Hammond Electric Light and Power Supply 
Company, Limited, 

TE following report of the directors is to be submitted at the 

third ordinary general meeting of the shareholders, to be held at 

the works of the company, Appold Street, Finsbury, on Thursday 

next, at 12 o’clock noon : 

In presenting their accounts for the year ending December 31st, 
1883, and making their second annual report, the directors have 
to express their regret that they are unable to show any profit 
available for dividend. 

The past 12 months have been essentially a period of probation 
in electric lighting, and the directors have deemed it their best 
policy to continue to lay the foundations of the extensive business 
which they are persuaded will soon have to be handled, and in so 
doing they have been unable to avoid a very considerable expenditure 
of money in exhibitions, experiments, advertising, travelling, &c., 
outlays which almost invariably accompany the establishment of 
a new business, which has to feel and fight its way before it at- 
tains an assured position. | 

Though the directors consider that it might be right to treat all 
sums so expended as amounts that have arisen in the establish- 
ment of the business, and that they could be fairly placed to the 
debit of the goodwill and concessions account, they have placed 
them to the debit of the profit and loss account. | 

They have however placed to the debit of a separate account 
all sums spent in securing the concessions, patents, &c., held by 
the company.’ | 

The profit and loss account bears the debit arising from the past 
year’s loss on the company’s trading, and also the amount which 
it is deemed prudent to write off the value of the stocks of the 
company, consisting of plant, machinery in use at the works of the 
company, or in its operations, and off the value of certain new 
machines on hand for sale. | 

The total balances of these two accounts are as follows : Profit 
and loss, £29,180 3s. 2d. ; goodwill and concessions, £170,612 4s. 9d.; 
total, £199,792 7s. 11d.; less reserve fund, £2,500. ‘Total, 
£197,292 7s. 11d. And the directors, in consultation with Messrs. 
Theobald Bros. & Miall, the auditors of the company, have given 
their careful attention to the best means of dealing with this item. 

The Anglo-American Brush Electric Light Corporation, Limited, 
confronted recently with a problem almost identical, decided to 
reduce its capital by a sum which should fully cover a somewhat 
similar deficit, and the corporation’s proposition was so thoroughly 
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acquiesced in by the shareholders, and has had apparently such a 
good effect on the property of the corporation, that your directors 
have decided to recommend the same course in the case of this 
company, and a resolution with this object will be submitted to 
ou. 

: If this resolution be carried there will not exist annually a bar 
to the payment to the shareholders of any profits that may here- 
after be earned. The directors have been careful to value the 
assets of the company upon a basis which leaves little doubt that 
after the elimination of the above item every figure on the credit 
side of the balance sheet may be taken to represent the cash value 
of such asset. 

The position of the company would, after the reduction of 
capital proposed, be roughly as follows : ‘Debtor—Capital, 50,123 
shares at 30s., £75,184 10s.; reserve fund for bad debts, £500; 
sundry creditors, £13,350 2s. 9d.; bills payable, £770 15s. 8d. ; 
reserve fund, £8,188 2s. 1d. Total, 97,993 10s. 6d. Creditor— 
Stocks, £21,876 15s. 9d.; plant, £26,736 18s. 9d.; furniture, £423 ; 
debentures, £2,500; sundry debtors, £8,308 13s. 7d. Cash—Glyn, 
Mills, £17,317 16s. 2d.; in hand, £887 16s. 3d.; on deposit at 


Hoares, £5,695 ; total, £83,746 Os. 6d. Calls on shares—(£12,912 


already paid), £14,247 10s. (shares in sub-companies, £2,820.) 
Total, £97,933 10s. 6d. ; | 

The practical experience of two years’ working under various 
conditions in all parts of the country, has convinced the directors 
that the great aim and object to be kept steadily in view by an 
electric lighting company, that has resolved to become a pecuniary 
success, is to be able to deal satisfactorily with the growing 
demand for house to house lighting, in short, to be able to supply 
electricity for public and domestic illumination in the same way 
in which gas is supplied. | 

With this purpose in view, the company, at the close of last 
year, perfected the amalgamations with the various sub-companies 


and with the Ferranti Company, and the directors at the same - 


time deemed it wise to compromise the pending heavy litigation 
with the Anglo-American Brush Corporation, and so leave them- 
selves free to deal with positive business, untrammeled with the 
anxieties and uncertainties of a long and costly lawsuit, which, 
however it might ultimately have ended, could be profitable to 
neither company, and would undoubtedly be injurious to the 
cause of electric lighting generally. 

Further, this company has founded “ The Hampstead Electric 
Light Company,” which has obtained the necessary Parlia- 
mentary powers under the Electric Lighting Act, 1882, empower- 
ing it to supply that particularly favourable district with 
electricity for house to house lighting, and a satisfactory measure 
of local support has been received, so that when the company 
begins its operations it will be able to rely upon immediate cus- 
tomers. 

The directors believe that the successful establishment of one 
electric light supply company, such as the Hampstead Company, 
to deal with house to house lighting, will not fail to lead to an 
immense expenditure of capital by corporations and other bodies 
who severally hesitate to lead the way in starting the first under- 
taking on a large scale under the Electric Lighting Act ; and from 
many quarters the directors have been urged to become the 


pioneers in this direction, as this company is in a position to suc- 


cessfully carry through such an undertaking as soon as the neces- 
sary capital is raised. 

To deal with house to house lighting profitably it is necessary 
that the operations should extend over a wide area, and the 
directors take power by the first resolution to be submitted to you 


- to raise the capital of the company to £525,000, with a view, at an 


early date, of issuing for public subscription £150,000 for the 
purpose sketched above. 

The company now possess :— 

(a) Well equipped works in which every form of apparatus 
connected with electric lighting work can be manufactured on the 


_ most economical basis. 


(b) Special works for the manufacture of incandescent lamps, 
which are being made by machinery at a reduced cost. 

(c) The patents for the Ferranti dynamo, which is held on high 
authority to be the only existing dynamo capable of supplying 
economically the power necessary for house to house lighting. 

(d) A skilled staff of electrical engineers, constantly recruited 
from the Hammond Company Electrical Engineering College— 
founded by the company, and working at a profit. 

(c) A practical knowledge of electric light engineering placing 
this company in the first rank in the business. 

The directors desire to add that, under their recent arrange- 
ments with the Brush Company, though they still possess the 
Brush Concessions for Cumberland, the Cleveland district, Durham, 
Derbyshire, Hampshire, Lancashire, Northumberland, Stafford- 
shire, Sussex, Warwickshire, Worcestershire, Westmoreland, and 
Yorkshire, they are not confined to the exclusive use of Brush 
machines or lamps in these districts, should customers prefer 
those of other types. 

In order to promote greater economy in the operating expenses, 
the offices of the company have been removed to the Works in 
Appold Street, Finsbury, which will effect a considerable saving 
in rent, and render possible a large reduction in the staff. In 
view of the fact that the number of competing electric light com- 
panies is now so greatly reduced, the directors have resolved to 
close all the branches, and as they are of opinion that this com- 
pany is now sufficiently well known throughout the country to 
transact its business from its central office, they see no object to 
be gained in incurring large expenditure on exhibitions, local 
advertising, trial installations, &c. 


The directors regret to have to state that during the past year 
two of their colleagues, the Hon. 8S. C. Glyn, M.P., and Mr. 
Rhodes Cobb, have felt themselves compelled to resign their seats 
through ill-health and inability to pay that close and constant 
attention which the affairs of the company unceasingly require 
from the board. Their places have been filled by two gentlemen 
who are largely interested in the company, and have sound prac- 
tical acquaintance with the business, Mr. Frank Cowlin Barker 
(Managing Director of the Anglo-Spanish Electric Light Com- 
pany, Limited), and Mr. Francis Ince. 

The directors beg to draw the attention of the shareholders to 
the following paragraph in the last annual report :— 

‘The directors beg to point out that, under’his agreement with 
the company, the managing director, Mr. Hammond, receives 
nothing whatever in the way of direct remuneration for the very 
valuable services he has rendered to the company during the past 
year. They deem this plan undesirable in the best interest of the 
company, and at the suggestion of some of the largest and most 
influential shareholders of the company, and in view of the fact 
that Mr. Hammond’s exclusive services, which were not covenanted 
for in the original agreement, are practically being given to the 
work of the company, a proposal on this head will be laid before. 

The chairman at the last annual meeting stated that under the 
circumstances the board recommended that, in the future, remu- 
neration at the rate of £1,000 per annum should be given to the 
managing director, and the shareholders present approved the 
proposal. But in consequence of the nature of Mr. Hammond’s 
original agreement with this company the board consider it 
desirable that the matter should be on formal record, and there- 
fore the resolution, of which notice has been given, with reference 
to the confirmation of the agreement with the managing director, 
will be submitted for your formal sanction. | 


The Faure Accumulator Company, Limited, 


Ar the Cannon Street Hotel, on Monday, a meeting of the share- 
holders of this company, called by circular by Mr. Harcourt 
Turner, was held for the purpose of considering the steps to be 
pursued in consequence of the proceedings taken against M. 
Philippart, chairman of the company, in connection with the 


- bankruptcy of the affiliated companies on the Continent. Mr. 


Harcourt Turner presided, and there was a fairly good attend- 
ance of shareholders. 


The Chairman stated that, since issuing his circular, he had 


ascertained that M. Philippart had ceased to be chairman of the 


company, in consequence of his having become bankrupt; and, 
M. Cadiot having resigned his seat on the board, they were re- 
duced to the position that there were now only two directors, both 
resident in France, and neither of whom could speak a word of 
English. Financially, the company was in a very bad state, the 
balance in the bank last week being only between £2 and £3, but 
there could be no doubt that they had a claim against the French 
Electrical Storage Company. Under the circumstances ne would 
suggest that that meeting should be adjourned until after the 
meeting of the directors next week, and that a committee be ap- 
pointed to investigate the affairs of the company and report to 
the adjourned meeting. 

Mr. Adams suggested that a subscription should be taken for 
the purpose of taking counsel’s opinion as to whether civil or 
criminal proceedings could not be instituted against the directors 
of the present company. | 

Sir Arthur Otway, chairman of the original Faure Company, re- 
marked that he had had no connection with the company since 1882. 
It was certain that the time had arrived when the shareholders were 
entitled to have an understanding as to what had been done with 
their money, but he counselled them to do nothing rashly until 
after the meeting called by the directors for next Wednesday. 
He did not want to make any reproaches, but the shareholders of 
the original company, contrary to the wishes of the directors, 
decided to combine with the present company, and as they could 
not approve of this, the directors resigned. But although the 
original company disappeared in the new company, the property 
did not disappear, and it was about that property he should like 
to have some information. The directors of the original company 
left it in this condition—there were some contracts of greater or 
less value about to be completed; there was a valuable plant in 
London ; a very valuable plant in Paris, value to the extent of 
several thousands of pounds ; and there was over £27,000 cash at 
the bankers. There were no debts or liabilities worth mention- 
ing ; and, although the shareholders took the step unanimously 
of merging with the French company, they never anticipated 
that their property would disappear without some explanation 
being given. Although he had had no communication with the 
directors of the French company since 1882, yet it had come to 
his knowledge, indirectly, that this company was not altogether 
without the possibility of hope of rehabilitating itself to a certain 
extent in regard to the property now in France. The French 
laws were different to ours, and gave greater facilities to bond 
fide creditors. He would warn them not to take any steps to 
justify the French directors in a refusal to come over and give an 
explanation. He understood a committee was formed at the last 
meeting, and he would suggest that, supposing things did not go 
off satisfactorily on Wednesday, the committee be enlarged, so as 
to comprise the interests of the shareholders effectively, and that 
it should then investigate the affairs of the company in a very 
complete and thorough manner. 

The Chairman announced that he had just received a letter 
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from M. Cadiot, stating that, as he was attending the boat race, 
he could not be present at the meeting. 
After some further discussion, during which it was intimated 


that the last quarter’s rent for the offices of the company in 


London, amounting to £75, had not been paid, 

Mr. Montague Turner moved the appointment of the following 
committee for the purposes of investigation :—Sir Charles Clif- 
ford, Messrs. Edward Ponsonby, W. Doyley, Harvey Rankin, Har- 
court Turner, L. A. Solomon, Grenfell, and W. W. Duncan. 
These gentlemen were unanimously appointed, and it was under- 
stood that a meeting of the shareholders would take place after 


the directors’ meeting, on Wednesday next, to discuss further 


proceedings. 


The meeting then terminated. 


Eastern Electric Light and Power Company, Limited, 


AN adjourned meeting of this company was held at the City 
Terminus Hotel, Cannon Street, on Tuesday; when Mr. E. Noel, 
M.P., the Chairman, presided, and said that on the last occasion, 


‘ owing to a severe cold from which he was suffering, he was not 
present, and the meeting was adjourned to see Mr. Bull, one of 


their shareholders, who had been lately at Bombay. As that 
gentleman only arrived on the previous day, and he (the chairman) 
had only been able to see him that morning, it was quite impos- 
sible for the board to lay before the shareholders the proposals 
which he thought they would be able to make. He would, there- 
fore, simply move the further adjournment of the meeting to the 
22nd inst., at 12 o’clock, when they would meet at their offices, 
19, Great Winchester Street, and when Mr. Bull would have fully 
communicated to the board his views, and have given them full 
information as to the present state of things at Bombay. They 
would then be able to lay before them the reasons for or against 


the original proposal, and also as to what they might decide as to 


the future working of the company. | 
_ Mr. James Pender seconded the adjournment, which was agreed 
to, and the meeting dispersed. 


Eastern Extension, Australasia, and China Telegraph 
Company, Limited.—The accounts for the half-year ended 
3lst December last show an available balance of £118,826. Out 
of this sum payment will be made on the 24th inst., free of income 
tax, of the usual dividend of 2s. 6d. per share, together with a 
bonus of 3s. per share, making, with the three interim dividends 
and the bonus of 1s. per share for the first half-year, a total pay- 
ment of 7 per cent. for the. year, against 63 per cent. for 1882. A 
balance of £50,076 will be carried to the reserve fund, thereby 
increasing that fund to £462,821. | 


The Direct United States Cable Company, Limited.— 
The directors recommend an interim dividend of.5s. per share, 
being at the rate of 5 per cent. per annum for the quarter ending 
3lst of March, payable on the 16th of May. The half-yearly 
interest on the 6 per cent. debenture loan will be paid on and 
after the 15th inst. at the Consolidated Bank, Limited, Thread- 
needle Street, E.C., where coupons should be left for examination 
three clear days before applying for payment. 


The Indo-European Telegraph Company.—The board 
of directors have determined, subject to audit, and after setting 
aside £5,000 to the reserve fund, to recommend the payment for 
the six months ending December 31st, 1883, of 17s. 6d. per share, 
making, with the interim dividend already paid, 6 per cent. for 


the year, and a bonus of 10s. per share, both free of income tax, 


carrying forward £59 5s. 4d. to the next account. The dividend 
and bonus will be payable on and after May Ist next. 


Anglo-American Telegraph Company, Limited.—At 
a meeting of the board of directors of this company, held on 
Friday, the 4th inst., it was resolved, (after placing the quarterly 
sum of £37,500 to the credit of the renewal fund) to declare an 
interim dividend for the quarter ending 3lst March, 1884, of 
12s. 6d. per cent. on the ordinary stock and 25s. per cent. on the 
preference stock, payable on the lst May to the stockholders 
registered on the books of the company on the 31st March, 1884. 


The Eastern Telegraph Company announce the pay- 
ment on the 15th inst. of a dividend of 3s. per share on the pre- 
ference shares, less income tax, for the quarter ending 31st of 
March, 1884, and an interim dividend of 2s. 6d. per share on the 


ordinary shares, free of income tax, in respect of profits for the | 


quarter ended 31st of December, 1883. 


The Submarine Cables Trust.—The coupons, due on 
the 15th inst., will be paid on and after that date by Messrs. Glyn, 
Mills & Co., at 67, Lombard Street, E.C., between the hours of 
10 am. and 2 p.m. The coupons must be left for examination 
three days previous to calling for payment. 


TRAFFIC RECEIPTS. 


The Great Northern Telegraph Company. The receipts in March, 1884, £21,920 ; 
from 1st January to 31st March, 1884, £60,600; corresponding months, 188°, 
£57,194 ; 1882, £54,369, 

The Western and Brazilian Telegraph Company, Limited. The receipts f »r the week 
ending April 4th. 1884, were £3,711, after deducting the fifth ©: the gross 
receipts payable to the London Platino-Brazilian Telegraph Company, Limited. 


The West India and Panama Telegraph ETS Limited. The estimated 
receipts for the half-month ended the 3ls arch are £3,490 as compared 
with £4,275 in the corresponding period of 1883. 


NEW PATENTS—1884. 


0825. ‘“ Primary electric batteries.’ E. P. Cuamisonovirz, 
G. BrinswaneeR. Dated April 2. 


9832. “ Brushes of dynamo-electric machines.” C. J. 
Brrcuey. Dated April 2. | 


0844, ‘ Conduction and conversion or change of tension of 
electric currents and apparatus therefor.’ W.R. Lake. (Com- 
municated by L. Bollmann.) Dated April 2. (Complete.) 


5846. “ Electric telephones.” . A. F. Sr. George. Dated 
April2. | 

9849. Secondary batteries.” G. Howarp, T. J. Jones. 
Dated April 2. | 

5878. ‘ Armatures for dynamo-electric machines.” W. Farr- 
WEATHER, W. Ross. Dated April 3. 

5884. ‘ Process for producing, regulating, and distributing 


electric currents.” L. A. V. PELLEGRIN. (Communicated by G. 
Carette.) Dated April 3. 


9885. “ Electric Lamp.”  L. A. V. PELLEGRIN. (Commu- 


nicated by G. Carette.) Dated April 3. 


5909. ‘ Electrical incandescent lamp safety holder.” A. 
Wrieut, G. F. Dated April 4. 

5922. ‘‘ Galvanic batteries and utilisation or regeneration of 
their bye products.” J. Raprerr. Dated April 4. | 

5959. ‘ Telephone transmitters.” G. L. ANDERs. Dated 
April 4. 


5964. “ Electrical contact apparatus worked by passage of 
railway trains.” E. Tyrer. Dated April 4. 


5986. “Indicator for electric bells.’ C. W. STEWART. 


Dated April 5. 


5987. ‘“ Electric watch alarm.” C. W. STEWART. Dated 
April 5. 

6013. ‘ Mode of, and apparatus for, working the call signals in 
telephonic communication, permitting of a direct call between the 
subscribers.” C. D. ABez. (Communicated by La Société 
General des Telephones.) Dated April 5. (Complete.) 


6023. “ Terminals or binding posts of electrical apparatus.” 
A. M. CLarx. (Communicated by L. de Combettes.) Dated 
April 5. 

6049. ‘ Regulating and distributing currents for dynamo- 
electric machines.” H. J. Autison. “ Communicated by W. 
Hochhausen.) Dated April 7. 


6064. ‘ Instruments for measuring electricity.” L. B. 
MriuuEeR. Dated April 7. 


6068. ‘ Secondary batteries.” E. Jones. Dated April 7. 


7 ABSTRACTS 
OF PUBLISHED SPECIFICATIONS, 1883. 


3763. “ Electric clocks.’ G. M. Herorizxy. Dated August 
1. 6d. Relates to improvements in electric clocks which are 
driven by electric elements, and the objects of the improvements 
are first, to give automatically once every minute an impulse 
to the pendulum, and second, to regulate the function of the 
electric current by means of the swinging pendulum. 


3782. ‘ Transmitters for telephones.” T.M.Morriss. Dated 
August 2. 6d. Consists in the construction of a carbon 
shell transmitter, which is useful for telephonic purposes. 
The inventor makes a carbon shell in two parts placed 
together so as to form a hollow box, but with an insulating 
material separating the two portions, and he attaches conduct- 


ing wires to each side of the shell. He puts into the shell — 


granulated coke. Figs. 1 and 2 are the sections showing the 


Fia. 1. Fig. 2. 


hollow spherical form of the improved transmitter, the shell 
in fig. 2 being shown perforated; a, a, represent the two 
halves of a sphere, made of gas or other coke, and form- 
ing the hollow shell; 6, represents the insulating material 
separating the hemispheres, a, a; c, c, are the terminal 
wires of the electrodes, and d, is the crushed coke placed 
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within the shell,a,a. In fig. 2 both halves of the shell are 
shown perforated with fine holes, e, but it will be obvious that only 
one of the halves may be so perforated, or the shell may be made 
without perforations, as shown in fig. 1. 


3915. ‘Incandescent electric lamps.” G. F. Reprern. (Com- 
municated from abroad by A. Bernstein, of America.) Dated 
August 13. 6d. Relates to the manufacture of hollow carbon 
cylinders, which are with great advantage employed in electric 
incandescent lamps, as well as to the manner of uniting these 
carbons to the conducting wires. 


. 5001. “Telegraph insulators. H. J. ALLISON. (Communicated 
from abroad by C. C. Hinsdale, of America.) Dated October 
20. 6d. The said insulator is made of paper pulp, or pulp 
composed of vegetable fibre, and formed into the desired shape 
by moulding and compressing the said pulp by mechanical means 
or otherwise, whereby the said article is shaped for use, and 
which may be employed in plac2 of, and in the same relation with 
telegraph lines as the ordinary glass or porcelain insulators. 


5447. “Telephones.” C. A. Jackson. Dated November 19. 
6d. The objects of this invention are first to avoid the waste of 
time now consumed in waiting for an opportunity to call up any 
given subscriber on a telephonic circuit, or series of circuits, and 
to do away with the central office, so called, now extensively in 
use—secondly, in means for enabling a subscriber upon one line 
to communicate directly with a subscriber on another line, for in- 
stance, in a different city—and, thirdly, to enable two or more 


subscribers to communicate with different subscribers from the 


same instrument at the same time. 


5453. “ Housing and insulation of electrical wires beneath the 
surface of the ground.” H. J. ALzison. (Communicated from 
abroad by C. C. Gilman, of America.) Dated November 20. 6d. 
The inventor uses as the material for the construction of a protecting 


and insulating underground enclosure, terra cotta, composed of 


clay, and made porous or cellular by the means and in the manner 
described in British Letters Patent, No. 4634, dated October 22nd, 
1881, namely by mixing with the clay in its preparation, one or 
two parts, by measure, of resinous wood saw dust, or equivalent 
comminuted combustible matter which is consumed in the burning 
of the ware, leaving it of a highly cellular structure, forming an 
earthenware that will receive and take up into itself mineral 
bitumen, so as to become saturated therewith, and thus be ren- 
dered impervious throughout to water, and also having a structure 
into, or through, which spikes or nails may be driven without 
fracturing it. This ware, when made of clay free from grit, is sus- 


ceptible, after firing, also of being sawed or dressed with edge- 


tools into boards or planks, and other desired forms, and such 
forms fitted together to make close joints as wood may be 
wrought. 


5717. ‘ Electric low-water alarms for steam boilers, &c. A.M. 
CuaRK. (Communicated from abroad by T. McKenna and H. 
Carley, both of America.) Dated December 12. 6d. The object 
of this invention is to provide an electric alarm apparatus, more 
especially intended for use as a low water indicator for steam 
boilers, in which apparatus mercury is used for completing the 
electric circuit when the alarm should be given. 


4669. “ Telephonic apparatus.” E. Groras, F. A. Pocock, 
J. S. Murr and J. S. Murr, junior. Dated October 2. 6d. The 
object of the invention is to provide efficient means for the trans- 
mission of telephonic signals over considerable lengths of wire, 


FIGI. 


which transmission has hitherto been found impracticable owing 
to the amount of retardation and induction that have always been 
found in these cases. In Fig. 1, a is a ring or frame of metal or 
vulcanite, across which are tightly stretched the wires or strips, B, B', 


and 8!!, which wires or strips are made of any metal or material 
that is incapable of inductive action. In the middle of the wire, 8, | 
is fixed a platinum head or pellet, c, which presses gently against 
the carbon dise or plate, p, which disc or plate is secured on the 
wire, B'. On the back of the carbon disc or plate, D, at or near the 
centre thereof is fastened a short stud, E, of wood, vulcanite, 
ivory, metal, or other suitable material. On the wire, B", is fixed 
a helix of insulated wire, Fr, in the centre of which, and securel 

attached thereto, is an elongated core of soft iron, F', the end of 
which core, rl, presses gently against the stud, x. Two other 
helices of insulated wire, r!!, and F"!, surround the core, F!, one 
of the said helices being on either side of the helix, Fr, and the 
said helices, rl! and F"!’, are rigidly fixed on the case or elsewhere, 
while the core F', can move freely within them. Thus, when the 
vibrations are set up in these helices which constitute the re- 
ceiver by the variations of the current, the core, F', presses with 
greater or less force against the carbon disc or plate, p, through | 
the mechanical or material intervention of the stud, E, and these 
said vibrations are thereby communicated to the transmitter, and 
by it forwarded. In Fig. 2,a is the ring or frame across which 
are stretched the wires, B, B', and B!!, as hereinbefore described. 


_ In the middle of the wire, B, is the pellet, c, which presses gently 


against the carbon disc or plate, p, the back of which disc or plate 
carries the stud, ©, as hereinbefore described. The stud, x, 
presses gently against a plate or disc of soft iron, &, which plate 
or disc is secured to the wire B!!. Behind the plate or dise, a. 
and in close proximity thereto, is the helix of insulated wire, x, 
mounted on the core of soft iron, H!, which core is attached to the 
permanent magnet, 1, secured on the frame or elsewhere. The 
action in this form is similar to that hereinbefore described, 
namely, that the vibrations set up in the plate, c, are mechani- 
cally communicated to the transmitter through the intervention 
of the stud, r. A modification of this form consists in dispensing 
with the wire, B!!, and the stud, 5, and connecting the plate, a, to 
the back of the carbon disc,p. In this case also the desired effect 
is produced by a material contact between the receiver and the 
transmitter or between parts of the same. In this form, as shown 
in Fig. 2, the inventors can also produce the aforesaid desired 
effect by induced magnetism. According to this method, they: 
dispense with the stud, E, and instead thereof fix on the back of 
the disc or plate of carbon, D, another plate of soft iron, which 
faces the plate, a, before described. The magnetism induced in 


the plate, &, by the varying magnetism of the helix, H, will simul- . 


taneously produce corresponding varying magnetism in the plate 
on the back of the disc, p, causing the said disc, p, to vibrate. 


1884. 


265. “Improvements in electric baths.” Moses Humm. Dated 
January 1. 6d. By means of this invention a continuous cur- 
rent of electricity is caused to pass and be diffused through the 
whole system, and without the body being in absolute contact 
with any plate or wires or other conductor. | 


1158. “The covering of the core of submarine telegraph 
cables.” H.G. Baker. Dated January 10. 4d. Consists of a 
platted covering of tarred hemp yarn, which forms the cable, which 
covering being made without any turns, as in the ordinary rope, 
entirely protects the core of the cable, and also prevents any 
possibility of it becoming twisted or kinked, which twisting or 
kinking breaks the electric wire composing the core. 


2405. ‘Galvanic battery.” H. F.CLerx. Dated January 30. 
4d. The inventor uses two similar electrodes preferably of carbon. 
For exciting the current he uses a solution of caustic soda and a 
solution of sulphuric acid, the acid being kept apart from the 
alkali by a porous cell, or some other suitable porous substance or 
material not readily acted upon by either an acid or an alkali. 


2639. ‘ Improved means for supporting and insulating electrical 
conductors. W.R. Lake. (Communicated from abroad by J. W. 
Tringham, Canada.) Dated February 2. 4d. Thisinvention relates 
toimproved means for supporting and insulating wires for electrical 
purposes upon single or multiple-wire posts, whereby a more per- 
fect insulation and protection from the weather is obtained, and 
loss of current by induction takes place than is now the case with 
the usual methods employed, and whereby there is less liability of 
displacement of the wire than heretofore. 


2814. ‘ Improvements in electric governors.” ANDREW JAMIE- 
son. Dated February 6. 6d. In carrying out the invention a 
disc of metal, and by preference of copper, made to rotate by the 
motor, is placed so that its outer part moves through a magnetic 
field or fields, induced by one or more electro-magnets, excited by 
means of coils of insulated conducting wire, which forms a shunt to 
the main circuit fromthe dynamo-electric machine. The same shunt 
circuit may be that which is used to excite, or to assist in exciting 
the field-magnets of the dynamo-electric machine ; or it may be a 
separate or distinct shunt circuit used only for exciting the 
governor magnets. ‘The governor disc is connected to the shaft or 
spindle, which carries and turns it by a volute spring, or other 
suitable spring, and in rotating it experiences resistance in pass- 
ing between the poles, or pole-pieces of the governor magnets. 
When one or more of the lights are stopped, the strength of the 
current passing through the shunt circuit becomes increased, and 
by intensifying the magnetic field increases the resistance to the 
rotation of the disc, and this resistance is additionally increased 
because of an increase which simultaneously takes place in the 
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speed of the motor. The increased resistance causes a relative 
movement between the disc and its shaft, and this movement is 
py suitable mechanism made to bring about the adjustment of the 
throttle valve, or equivalent part of the motor. When the action 
of one or more of the lights is renewed, the strength of current 
through the shunt circuit, and the rotatory velocity of the disc, 
become diminished, so as to lessen the resistance to the disc’s 
rotation ; and the volute spring then causes a reversed relative 
movement of the disc, which brings about the readjustment of the 
throttle valve, or equivalent part of the motor. 


CORRESPONDENCE. 


The Electric Light in the Observatory. 


As I presume Mr. M. G. Towne is an astronomer, I 
should have thought that he would have taken in “The 
Observatory,” a publication issued from Greenwich. 
If he had done so he would have seen an account, in 
two separate numbers, issued two years ago, of an 
adaptation of the electric light to the Observatory, 
precisely similar to that described in your last number, 
only with many more details. That adaptation I have 
continued ever since, and it is at this moment in full 
working order. The battery (only four dichromate 
cells) the moveable light (a 25 candle Swan lamp) ; 


- the switch to change the light into the eye-piece in 


order to illuminate the wires of the micrometer &c., 
and the regulation of that light by the depth the 
elements are sunk in the solution; all is there des- 
cribed much more fully than by Mr. Towne. “ Palmam 
qui meruit ferat.” | 
St. Vincent Beechey. 

Hilgay Rectory, April 5th, 1884. 


Domestic Electric Lighting. 


Hilgay Rectory, Norfolk, is now completely lighted 
by the Electric light. A description and some account 


_ of the cost and working may not be uninteresting to 


your amateur readers. The engine is a one-horse 
nominal steam engine. The boiler, a vertical one, 


_ suited to it. The dynamo is a Gramme machine suf- 


ficient for sixty 20 C.P. lamps. Much larger, of course, 
than I require. But as I was fortunate enough to buy 
it secondhand, though as good as new, for one quarter 
of its original cost, and as I can get out of it as much 
as my engine can drive, it is far more economical than 
a smaller dynamo. It needs only 600 revolutions for 
all the lamps that I require. It is most solid and sub- 
stantial and cannot get out of order. It never sparks, 
and so neither brushes nor commutator ever burn, and 
it never needs looking after all the time it is running, 
nor ever heats at all after its four hoursrun. I have 
three lamps in the drawing-room, three in the dining- 
room, one in my study, two in the hall and staircase, 
one in each of three bedrooms, one in the pantry, 
one in the kitchen, one in the back kitchen, two in 
my parish room, and one in the engine-room or 
workshop, in all eighteen lamps. I can use all these 


at once, but it requires the steam to be kept up to 60 


lbs. in order to do so, and I never require them all. 
Asa rule the drawing-room and dining-room are not 
both required at once, except with company, when I 
use both. The three bedroom lights are turned on and 
off like gas, to be used only when dressing &c., the two 
lights in the parish room are only required once or 
twice a week for an hour. Also all the single lamps 
have switch holders, so that they can be separately 
turned on or off as wanted. As a general rule I run 
twelve lamps, which number I can keep perfectly 
bright with the steam kept at 45 Ibs on the inch. As 
l also got my engine secondhand and very cheap, the 
cost of the entire plant did not much exceed fifty 
pounds, I put up all the wires &c., myself. The 
lighting is a very complete success. 

Now as to economy. It costs me in coals, and the 
lad who looks after engine and dynamo, 2s. 6d. a night. 


That is 23d. for each lamp burning three or four hours. 
Say one penny per lamp per hour (an over estimate). 
In one sense this is far from economical. It is not 
dear if you are buying light, for each lamp is equal to 
twelve wax candles. But it is dear, because you are 
using and must use, more light than you want. You 
save nothing by running less than twelve lamps. It is 
not dear, if you live, as I do, in a village where there 


is no gas, and you hate paraffin, and you take into 


account all the cleaning and filling of lamps, wicks, 
glasses, and smells. And it is decidedly cheap if you 
have company, and want a nice bright, cheerful house, 
with cool, fresh rooms, and well lighted offices. I 
may just add that in the bedrooms the lamps are on 
brackets just over the looking glass, so that the ladies 
have plenty of light to see they are all right before 


they go down to dinner. 


What is really the greatest drawback to the use of 
the electric light in domestic lighting is the want of 
accumulators ; for as we do not like to keep our lad up 
after ten o’clock, we let him knock off about that time. 

St. Vincent Beechey, 
Hon. Canon of Manchester. | 


On the Action which takes place in Ring Armatures. 
When the controversy, began in the ELECTRICAL 


_ REVIEW a short time since ‘concerning the action of 


the Gramme ring, and the action and direction of 
the magnetic lines of force, I waited anxiously the 


result, because I thought some useful and valuable 


knowledge would come of the controversy. I can only 
say that I was disappointed, and so were others, because 
it simply ended in personal abuse, and an endeavour to 
largely advertise a machine as being superior to all 
others. With the editor’s kind permission, I will des- 
cribe, as well as I can, the means that has always 
cleared the difficulty, to my mind, as to the real action 
of the so-called Gramme ring. 

I am one of those who hold that the wire in the 
under part of the ring is not idle, but equally as active 
as the wire upon the upper part of the ring, minus the 
cutting of the lines of force of the field magnet poles. 
I hold this view all the more forcibly because it is the 
result of actual practice in the every day construction 
of dynamo-electric machines. But there are certain 
conditions necessary to bring about this result in the 
best possible manner, and these conditions have only 
been found after years of laborious work, hard study, 
and repeated failures in the constructing of such 
machines, | 

I am glad to see that Prof. Silvanus Thompson has 
pretty well come to the conclusion that the Pacinotti 
form of ring is probably one of the best forms of ring 
armatures, because it is this form of ring that I have 
made for some considerable time, being led thereto 
from a consideration of theoretical principles. 

These principles I will now endeavour to describe. 
a, in fig. 1, represents a bar magnet, D represents a bar 
of soft iron surrounded with a coil of insulated wire at 
its: centre, the terminals of this wire coil, A, B, are 
attached to a galvanometer; when the bar magnet, 
a, approaches or touches the soft iron bar, D, the needle 
of the galvanometer becomes deflected, and when the 
bar-magnet, @, is withdrawn, the needle is again 
deflected, only this time in the opposite direction. The 
cause of this deflection of the galvanometer needle is 
due to a current of electricity being produced in the 


wire coil surrounding. the iron bar, D. This current of 


electricity being itself produced by the inductive action 
of the iron bar, D, and this inductive action of the iron 
bar, D, is caused by the bar-magnet, «4 We learn from 
this experiment three important points—first, that no 
parts of the wire are idle; second, that molecular 
change takes place in the bar, D; and thirdly, it is the 
principle of the so-called unipolar dynamo machine. 


In fig. 2 the bar, D, is bent like the letter U. If 


the wires, A, B, are attached to a galvanometer, and 
the bar-magnet, a, is made to touch or approach the 
end of one of the legs, exactly the same effect will take 
place as in fig. 1. But if we substitute the bar-magnet, 


? 

e 
J » 
n 

t 

n 
| 
of 

h 
in 
te 
| 

T- 

e 

ct 
ph 

a | 
ch | 

e, 
ny 

or 4 
30. 
Nn. 

he 

or 

al 

es 

al § 
er- 
nd 
ith | 
of 

IE- | 
1 & 

he 
tic 

to 

ing à 
a 

he | 

or 
her 
ats. 

he 
und 
the 
sed 
the 


“HE TELEGKAPHIC JOURNAL AND 


320  ELECTRICAL REVIEW. 


[APRIL 12, 1884, 


a, with a powerful horse-shoe magnet, c, the result will 
be the same as with the bar-magnet, a, only the effect 
will be much more powerful. 

Now let us see what bearing the above has upon 
dynamo-electric machines. The first illustration is fig. 
4. E represents a section of the original Siemens 
armature, nearly surrounded with the poles of a magnet. 


a a 
— 
N N 
S 
Pl 


What takes place. The iron coil of the armature upon 
which the wire is wound becomes à magnet by induc- 
tion, an actual bar-magnet, as the iron core, D, did in 
fig. 1. The ends of the wire coil upon this armature 
are each taken to a separate metal ring; when the 
armature makes half a revolution, the pole marked N, 
changes and becomes §, and 8 becomes N, that a wave 
or current of electricity has been produced in the sur- 
rounding wire coil and a consequent molecular change 
in the iron of the core, when another half revolution 
is made the same action takes place, only this- time the 


wave or current of electricity passes in the opposite 


direction. | 
The next illustration is fig. 5. Ihave often wondered 


whether Dr. Antonio Pacinotti had this design in his — 


mind when his armature was devised. As will be 
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seen, it is simply a number of Siemens’ original arma- 
tures placed in a circle. If the spaces covered by the 
dotted lines were filled in, it would at once form the 
Pacinotti armature. It will be seen from this that if 


each space is filled up with insulated wire that it would | 


forman eight-division compoundring of original Siemens 
armatures, one half of the ring forming a south pole, 
the other half a north pole by induction from the field- 
magnet. These poles become fully developed near the 
opening of the fieid-magnet. Exactly the same action 
takes place when this ring is moved an eighth of a 
revolution, as takes place in the armature, E, of fig. 4. 
A molecular changé takes place in the iron ends 
between which are packed the coils of wire ; the under- 


neath part of this wire coil has not been idle in the 
eight-division ring, any more than it was in the 
Siemens armature of fig. 4, the wire being wound 
exactly at the right place, 2.e., the centre of the bar, and 
consequently receives the full inductive action of polar 
change, as well as cutting the lines of force emanating 
from the field-magnet poles direct in the outer half of 
the wire coils. 
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In fig. 6, the true Pacinotti armature is illustrated 
with four of its gaps filled with wire, and four gaps 
left unfilled. Here the exact actions take place as in 
fig. 5. It is a well known fact, and has been proved 


over and over again, that the greatest inductive effect of 


an iron bar is at its centre ; such being a fact, it is quite 
impossible to prove that the underneath part of an iron 
ring surrounded with coils of wire is useless in. pro- 
ducing current. It is equally active if the magnet 
cylinder is allowed to project about a quarter of an 
inch over the ends of the wire coils. Quite contrary to 
some of the diagrams and argument illustrated and 
published in the ELECTRICAL REVIEW recently, the 
lines of force do turn a curve and act upon the under- 


‘neath part of the ring, providing that ring is kept well 


within the magnet polar extensions. Fig. 7 illustrates . 


in section the Gramme ring, which centre ring is com- 
posed of iron, only it is kept further from the field- 
magnet poles than in the Pacinotti ring. Around this 
ring the lines of force are distributed equally. In the 
Paccinotti they are distributed unequally, forming 
points of concentration where the iron extensions of the 
armature project. But in principle, the same mole- 
cular changes take place in the iron ring as take place 
in the Pacinotti, the original Siemens, or in the simple 
illustration of fig. 1. 
A. J. Jarman. 
London, April 7th, 1884. 
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| PATERSON & COOPER, 
ELECTRIC LIGHT & POWER & TELEPHONE ENGINEERS, 


ST. PAUL’s WorKs—76, LITTLE BRITAIN, LONDON, EC, Am 
EUROPEAN TELEGRAPH WORKS-POWNALL ROAD, DALSTON. 


Medals, International Electrical Exhibitions, Paris, and 1988. 


| MANUFACTURERS OF 


DT MACHINES, ARC LAMPS, AND ALL ACCESSORIES FOR BLECTRIC LIGHT STATION. 


THE ELPHINSTONE- VINCENT DYNAMO. MACHINE. 
THE LUMEEY DYWAMO MACHINE. 


i AYRTON & PERRY'S 
COMMUTATOR AMMETER TRANSMITTERS. | 
NON-COMMUTATOR AMMETER. | 1 EXCHANGE BOARDS. 
COMMUTATOR VOLTMETER, | 
NON-COMMUTATOR VOLIMETER. MENTS. 
SPRING VOLTMETER: S..N. INSTRUMENTS. 
SPRING AMMETER, MAGNETO CALL BELES. 
WHEEL AND PINION VOLTMETER. 
WHEEL AND PINION AMMETER, | PAERSOWS ENGINE ROOM AMMETER. 
ORM METER, 


POWER METER. Prot. 8. THOMPSON'S ELECTRIC MOTOR, 
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CARDEWS 


“WALLACE ‘AMOND ” ELECTRIC LIGHT CARBONS.” 


ELECTRIC LIGHT LEADS, “GUTTA-PERCHA, INDIA- RUBBER ‘COMPOUND BRAIDED 


| HILLIPS B ROS:, 

ELEGTRIGAL WIRE MANUFACTURERS, 

LEA TELEGRAPH WORKS, HACKNEY 


“MACINTOSH LANE, HOMERTON. 


‘ESTABLISHED 1870. 


SPECIAL WIRES FOR DYNAMO MACH NES — 


| GERMAN SILVER WIRES FOR ‘HIGH: RESISTANCES, FLEXIBLE CORDS, TELEPHONE 
WIRES &r. MUL TIPLE, AERIAL, AND SUBTERRANEAN CABLE “WIRES 
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| Offices and Warehouses: 106 & 100, CANNON STREET, LONDON, EC. | 
Works: Essex; Persan-Beaumont, Prance. 


‘TELEGRAPH ENGINEERS | AND MANUFACTURERS 


CABLES.—Submarine, and Aerial. | 
WIRE.--India-Rubber and Gutta-Percha covered à in all gauges. 


INSTRUMENTS.—“< Morse” Inkers, Single. Needle, Wheatstone’ 8 ‘Alphabetical, Block ” Belly, | 
Resistance Coils, Sir W. Thomson’s, and other Galvanometers, Condensers, Testing Instruments, &c. 


BATTERIES.—SOLE MANUFACTURERS FOR GREAT BRITAIN, IRELAND, AND THE COLONIES OF TER 
CELEBRATED LECLANCHE BATTERY, which has received the most favourable reports from the Pos à 


Telegraph Authorities and other eminent Telegraph Engincers, and is now in general use by the Post Office sag @ 
English and Continental Railways. ; doubted! 


As a Battery for all Telegraphic purposes it is andou y pre-emingmt, AN og a 
other kinds of Batteries also manufactured. Ebonite Cells, Carbon Plates, &c. | É. | Ê 
INSULATORS. —Ehbonite, Porcelain, Brownware, &c. | 

‘Manuractunxes or THE most Tietovep Arranarus ron RAILWAY BLOCK SIGNALLING. | 


SEMAPHORE REPEATERS, “ LIGHT" INDICATORS, AND WALKERS “PASSENGER AND GUARD ” COMMUNIGATOR. am 


Any arPARATUS OF EVERY DESCRIPTION. 


TORPEDO APPARATUS. 


oe INDIA-RUBBER, GUTTA-PERCHA, AND TELEGRAPH WORKS COMPANY (Limited) Ge 
- Patentess and Manufacturers of a Complete System of Torpedoes for Harbour and Coast Defence, Le. 


AND OF THE 


SILVERTOWN PATENT FIRING BATTERY. 


A Constant Battery for Mining and Blasting Purposes. 
CONTBACTS ENTERED INTO for the SU PPLY, CONSTRUCTION, and MAINTENANCE of TELEGRAPH LINES. 
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VULCANISÉD INDIA RUBBER. 
VALVES, SHEET, BUFFERS, SPRINGS, WASHERS, WHEEL TYRES, CORD TUBING, AND DOOR AND CARRIAGE MARS 
INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


| ee 7 DS and CANVAS STEAM PACKING — ROUND, SQUARE, and SHEERS, 


INDIA RUBBER MACHINE DRIVING BANDS. 


GARMENTS AND FABRICS: 


Pillows, Cashions, Bottles, Baths, Life Belts Gas Bags. 


EBONITE. 


Not affected by Vinegar’ or Hydrochloric. on Acid. 


Speaking Mouthpieces. 
Battery Cells 


“@UTTA-PERCHA.~ ~ 
pias Belting, Buckets, Bosses for Flax Spinning, &c. 


: Sheet and Rod. | 
Surgical Appliances. 


Works: SILVERTOWN, ESSEX, LONDON. E : PERSAN-BEAUMONT, FRANOE 
“London Office—106, CANNON STREET, E. 0. 4 


‘Warehouse—100, CANNON STREET, E.C. 


BRANCHES : 


sss 62, Castle Street. 
. 20, Dixon Street. 
“10; Castle Street. 


Bezrasr 
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AL Grainger Street, West. | 
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